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AUSTENITIC STAINLESS STEELS 
MAY DO IT BETTER... 


Hundreds of companies are today setting new 
standards of low-cost performance through the judicious 


use of austenitic chromium-nickel stainless steels. 


By redesigning these stainless chromium-nickel alloys 
often permit making parts much lighter in weight, 


while still providing ample structural strength. 


Not only can you trim bulk and deadweight by using 
chromium-nickel stainless . . . you can assure longer service 
life because these alloys are resistant to attack 


by nearlv all oxidizing acid conditions. 


In elevated temperature service thev resist creep, 
scaling or oxidation, and at low temperatures they remain 


tough and offer exceptional resistance to impact. 


You can draw, spin, forge, weld, solder, punch, shear 


or bend chromium-nickel stainless steels. 


Thev are used where you need high resistance to 
corrosion and heat, along with good resistance to impact, 
wear and abrasion. They assure long, trouble-free 
performance of equipment, the appeal of beauty 
and durability in decorations, hygienic 
cleanliness as well as economy in food, drug, 
chemical and other process industries. 
Over the years, International Nickel has accumulated 


c 1 o S "Ta J g 1 "S e « > itin k : d i 3 
Le iding steel companies produce austenitic a fund of useful information on the properties, treat- 


chromium-nickel stainless steels in all commercial forms. ment, fabrication and performance of engineering 
A list of sources of supply will be furnished on request. alloy steels, stainless steels, cast irons, brasses, 
bronzes, nickel silver, cupro-nickel and other alloys 
containing nickel. This information is yours f: the 


asking. Write for "List A" of available publica! ions. 


THE INTERNATIONAL NICKEL COMPANY, INC. 67 Wall St., New York 5, !.. Y 
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The engineer's responsibilities in the design and manufacture of a commercially successful product. 
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Production factors designers should understand when designing stamped parts. 
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Construction details for a useful stress analysis tool. 
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MALLORY ORIGINATED 
ELKONITE* METALS- 












; and only Mallory has the years of 


experience with their complex fabrication 
| | | | 









LKONITE is the registered trade mark for a series of metals originated by 


Ma!lory which derive their effectiveness from the skillful compounding 






that Mallory has developed through many, many years of pioneering in the 






field of powder metallurgy. 










Elkonite metal proved so dependable under the most severe conditions that it 


quickly became standard on most heavy duty circuit interrupting equipment. 





It also proved indispensable in the field of resistance welding and in countless 






applications requiring its particular characteristics. 










The success of Elkonite metal is so well established that the trade mark has been 


mistakenly applied to materials that are sold with the implication that they will 





match the performance of true Elkonite metal. 






Mallory has made true Elkonite metals for years. Only Mallory can guarantee 





the correct formulation that gives hardness, high electrical conductivity, resis- 






tance to mechanical wear and to sticking and erosion by arcing—the qualities 






that have made the word Elkonite a symbol of dependability. 








ONLY MALLORY MAKES AND SELLS GENUINE ELKONITE METAL 







*Reg. U. S. Pat. Off. 










P.R. MALLORY & CO. Inc. 
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CONTACTS & CONTACT ASSEMBLIES» 


P. R. MALLORY & CO., Inc., INDIANAPOLIS 6, INDIANA 
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WHO SHALL BE RESPONSIBLE for the cost of 
the finished product? The tendency today is 
to load it all on the engineering department, 
specifically the chief engineer. This is some- 
times accompanied with demands for lower 
engineering costs, and added sales features in 
the product, as well as lowered manufacturing 
cost. In attempting to analyze the forces that 
impel such often unreasonable demands, one 
is forced to the conclusion that they are but a 
reflection of the economic and labor conditions 
under which industry is operating. 

Lower cost per unit produced at higher wage 
rates can be achieved only through design, pur- 
chasing, and increased production efficiency 
The last borders on the impossible because of 
the labor situation. Even the expected econ- 
omies of design simplification are sometimes 
erased by soldiering or feather bedding. In 
too many factories the will to work does not 
extend beyond, “five hundred bricks per day”, 
although the conditions are reported to be 
improving. 

With no avenue open for reducing costs 
appreciably, other than design economies, man- 
agement naturally puts the squeeze on the 
engineering department, which is perhaps as 
it should be. 

Unfortunately, too many management exec- 
utives have little or no understanding of tech- 
nical design problems. If they are demanding 
perpetual motion they don’t know it, and even 
if they do, it wouldn’t have any significance to 


Management Sorely Needs Engineers 


them. “You have got to do it somehow!” is 
an oft heard expression. 

As one design executive put it, Management 
is long on demands for end results, but devoid 
of ideas on how to get there." Such absence 
of leadership and unreasonable demanding, is 
not constructive, contributes nothing to accom- 
plishment and often results in demoralization. 

Cost reduction is not any one person's job. 
It is greatly affected by the morale of the 
employees, the spirit of cooperation between 
all of the departments, and the ability of man- 
agement to get the men to give their best. 

The present critical situation in which the 
inflation spiral is approaching the point where 
products are being priced out of their market 
is a severe test for all concerned. It also 
emphasizes the dire necessity of having a top 
management that is thoroughly grounded in 
all phases of the business, namely design and 
production as well as sales, purchasing and 
financing. That is why there is a wonderful 
opportunity for design and production engi- 
neers today. They are sorely needed in the 
councils of top managements, not as subordi- 
nates but as directors. 

In the meantime, brow beating the chief 
engineer to achieve results that are impossible is 
not going to contribute to progress or success 
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Let Morse grease the rails for your 


$49 MORSE 


Se-r-r-ee-ch! Railroad men know this noise 
means that expensive train wheels and rails are 
wearing away on curves. To prevent this wear, 
automatic greasers were installed to lubricate 
wheels and rails. Old-style ratchet type clutches 
were tried, but slipped or didn’t feed grease right. 
American Brake Shoe Company’s Ramapo Ajax 
Division solved this knotty problem... 


Morse clutches fill almost every need you can 
imagine. Can the sales and mechanical value of 
your own products be enhanced by using Morse 
clutches? Leading manufacturers of such items 
as construction equipment, cultivators, saws, 
pumps, lawn mowers and machine tools have 
bettered their products with Morse clutches. How 
about you? Do this now... 


They now use Morse-Formsprag Clutches. The 
positive action of Morse-Formsprag Clutches is 
far superior in performance, dependability and 
service over the old ratchet type. M-F Clutches 
engage instantly; allow no back-slip; feed grease 
to every passing wheel. Other complex operations 
on your products may call for Morse-Rockford 
Friction Clutches... 


x 


Morse-Formsprag Full Complement 
Over-Running Clutches 


ma WO Morse-Rockford 
uS X Over-Center Small 
Diameter Clutches 


Morse Pullmore 
Friction Clutches 


Write for expert clutch engineering aid 
and consultation. For new ideas, send for 
clutch catalogs: Morse Formsprag Clutch 
Catalog, No. C11-48; Morse Pullmore 
Clutch Catalog, C31-47; Morse-Rockford 
Clutch Catalog, SDOC. Address: Morse 
Chain Company, Department 221, 7601 
Central Avenue, Detroit 8, Michigan. 
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Engineering Responsibilities 


In Creating New Products 


When evolving a new product within a large manufacturing company, engineers must 
integrate their individual skills as part of a complex organization. A workable system 
of coordinating engineering responsibilites is vital to efficient product development. 


J. BURGESS DAVIS 
Editor 


MULFORD M. BRANDT 


Staff Assistant 


Engineering Administration, 
RCA Victor Division, 
Radio Corporation of America 


HE CYCLE of evolving a new product 
generally starts with a survey of the 
market by the sales department. 

Once the market has been deter- 
mined and the estimated consumer re- 
quirements have been decided upon, 
the proposed product is usually dis- 
cussed by a committee composed of 
representatives of the Sales, Engineer- 
ing, and Manufacturing Departments. 
If, after considering such factors as 
technical feasibility, quantity, manu- 
facturing facilities, availability of ma- 
terials, and costs and profits, it is 
lecided that the product should pos- 
sbly be produced ; a cost estimate will 
de requested of both Engineering and 
Manufacturing Departments. If the 
estimates are acceptable to the Sales 
Department, recommendations for de- 
veloping, designing, and manufactur- 
ing the product may be made to the 
‘op management of Sales, Engineering, 
and Manufacturing Departments. If 
management approves the recommen- 
ations, the Sales Department will 
‘sue an authorization, Fig. 1, to Engi- 
Mering and Manufacturing Depart- 
ments to proceed with the work. 

Such products are manufactured in 
tated quantities, listed as catalogued 
tock, and stored in warehouses to be 
old as the demand is created. 

Sometimes the engineering cycle 
tarts with the request, or invitation, 
) bid for a product not included in 
ttalogued stock. When the customer's 
"uir nents have been determined, 
Ne engineer, at the request of the 
ales D partment, may prepare a writ- 


"descriptive specification" is to insure 
complete understanding between the 
customer, the sales personnel, and the 
engineering personnel. If the descrip- 
tive specification and terms are ac- 
ceptable to the customer, the Sales 
Department will, upon receipt of an 
order, authorize the Engineering De- 
partment to proceed with the develop- 
ment of the product or service required. 
Charges for this type of engineering 
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Product 
Nes Product [ 7] 


————————————————7 


Description of Proauct 


Reason for Request 


Probable Price Obteainable 4. 
Competitive Products: 


are usually the result of sales negoti- 
ation and are usually liquidated in the 
sale to the customer. 

Generally the engineering phases in 
the evolution of a new product in- 
clude: 

l. Research phase— principles of a 
new idea or invention are proven and 
conceived to be applicable to a prod- 
uct. 

2. Advanced development phase— 
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Betimated Sales: 
Estimated Production sate per Monta, 

quide QUE QUIS. Os eoeonessnbbine M idpHN 
Initial Production Cost (per lot) e 

Total Cost of First wot . e 
Amortised over aa DOr OF Units 
Total Unit Cost of First Lot 2 
Estimated Normal Unit Cost After'Initial Production e 
Estimated Engineering evelopment Cost 
Desired Engineering Completion Date 
Finished Model to be Built: Iles so 
Disposition of Model 


Product Line Group Mana, er. 
Family Sales Manager . 


Merchaniise Manager. " 
General Sales Manager 
Chief Engineer, 


Bzecutive Age vel m 





First Year, 





SS 


—————— 





Current otatus 


Original Amount Budgeted §__ balance to Late 
Total Amt Previously Authorised e. 
Ex,eniiture to Late v. 


Approvals 


Engineering urouyp Manager 


Committee Action 


Review with Committee After Preliainary Deveio,ment [7] 
Azount authorised for Preliminary Develo,ment 
Final Release for Development uy to Bucgeted Amount [ ] 





Controller. 








ete aame 


ll —— 


Previous WA Models: 


rirst 5 ier 0 SL LS 





M 
Amt Kevuired to Complete & 
Balance oo Completion e 


—— —— M Ó— M—  ———— 





— Engineering oection Mgr. 
ML D a INE 3 A RR I UU tta 





Vice President — 1 1 
uwenerel Plant Manager 





Late Final Apyrovel  —' ] — — 


Fig. 1—Before the product development 
phase is started at RCA, this form must be 
approved by engineering and sales managers. 


ên description of the product or serv- 
€ to Þe contracted for. Purpose of a 
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SEE OTHER SIDE OF SHEET 


-Engineering cost estimates are submitted 


to the sales department on this Proposition form. 
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E» By ee ke 
Ape By 
Apo 5 7 Onel Drahsman 
POR REMARKS 
Fig. 2 
hndings of the research group are 


translated into practical characteristics 
of a commercial product. Further re- 
search may be indicated. Primarily, 
the development engineers are con- 
cerned with producing a device that 
will perform a certain function in a 
certain manner, which is the first step 
product design. 

3. Product design phase—based 
upon the report and rough operating 
model, probably furnished by the de- 
velopment engineers, design engineers 
begin the complic ated details of engi- 
neering the final product. 

Each step in this phase is made to 
accumulate engineering information 
necessary to the manufacture of a com- 
mercial product. No further research 
should be required during the design 
stage. Some further development 
work may be necessary to establish 


nominal ratings of mechanical, electri- 
cal and other values, and to insure 
82 


satisfactory performance being main- 


tained over manufacturing 


product, consideration of convenience 
in Servicing, of manufacturing, 
and the production of a model. 

While the responsibility for devel- 
oping a new product is centered within 
the Engineering Department, other 
departments should be consulted and 
kept informed. An experienced prod- 
uct engineer will schedule his progress 
to provide the proper timing of infor- 
mation required by these "quee 
which represent functions of purchas- 
ing, manufacturing, and selling. 


cost 


Functional Responsibilities 
of an Engineer 


The engineer is responsible for exe- 
cuting that part of a sales plan which 
will evolve a marketable product 
usually to sell at a competitive price. 


Propuci 


tolerance 
ranges. Product designing includes the 
adaptation of standard parts in the 


The product should be of good  'K 
quality and relatively low manufactur. $ Pe 
ing cost. This simple statement in. [| ?? 
volves a long list of considerations, 
Failure to give due consideration to f t° 


any one of them will usually reflect th 
adversely on the economy of the com. | © 
pany. o 

im 
ESTIMATES AND SCHEDULES: The engi. f ne 
neer's responsibility begins with re. the 


ceipt of a request for a cost estimate |. 5!£ 


and tentative schedule and does not § [4 
end until the service or product has 
been accepted by the customer or the | 9n 
sales department. chi 
The cost estimate of a new product J n 
may logically be divided into engineer. f the 
ing costs, Fig. 2, and manufacturing J t00 
costs. Engineering costs include engi- 
neer’s time, laboratory facilities, pack. Di 


ing design, drafting, instruction books, | F! 
traveling expenses, overhead, model: 
of equipment when required, and any [| gin 


other engineering expenses which the f tv 
peculiarities of the job may incur. f ™ 
Manufacturing cost includes labor, § thé 
tools, overhead and any other expenses |!" 


peculiar to manufacturing the produc. [ ' 


A true cost estimate is based upon De 
approved drawings and vendor: sel 
prices. It is not issued until fini | US 
drawings have been signed off. The tur 
cost estimate will replace a temporary | ‘P° 
cost indication if one was issued. Suc 
cost estimate is used to price cate 4 
logued items and to measure engineer. 
ing and manufacturing performance | SPO 

acc 
DEVELOPMENT AND DESIGN: Upon re-f su 


ceipt of a sales authorization, pi engi- f lim 


neering shop order may be issued tof resi 
accumulate engineering charges. Thef par 
engineering project may be assigned} wil 
to an individual engineer or to :;[ wh 
group. INSI 
Before starting a development orf eng 
design project, engineers should in lim 
vestigate technical reports on similar dra 
products so as to benefit from the ex Mai 
perience of others. After develop bef 
ment work has progressed far enoug! Pre 
to provide sufficient basic information] tO t 
a model may be produced from rough Gro 
sketches. n 
An important part of the produc esti 
engineer's responsibility is to sce th: I 
standard parts and practices are de usu: 
signed into new products. The 1: Con: 
genuity and thoroughness with whiùf for 
this is accomplished will be reflectecg Ser 
in the overall economy of the project Whi 
men 
MODELS AND TESTS: When the mode] whi 
has been completed, tests will be cof or re 


ducted to see that the model meets tht M 
commercial specifications. Som man 
changes may be desirable but on!y suff or 

changes should be made as are neces 
sary to meet the commercial specific 


cesst 
his ; 
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tions. New ideas and findings should 
be recorded in the engineer's notebook 
and saved for a subsequent design. 

If the engineer yields to the impulse 
to continue development or redevelop 
the product, he will over-expend his 
cost estimate and may endanger the 
overall economy of the project. This 
impulse is characteristic of a true engi- 
neering nature and is hard to curb, but 
there must be a point at which the de- 
sign of a product is frozen for manu- 
facture. 

When time and funds permit, a sec- 
ond model can be produced. Minor 
changes can be incorporated, resulting 
in a model better suited l guide to 
the Manufacturing Department in 
tooling for production. 


DESIGN REVIEW 
FUNCTIONS: 


AND CONCURRENT 
When the model has been 
completed and tested, the product en 
gineer will probably invite representa- 
tives from the Manufacturing Depart- 
ment to inspect the model and review 
the design with the purpose of smooth 
ing Out 


any obstacles which may exist 


to an economical production program 


Design, manufacturing schedule, and 
selling price will probably be dis- 
cussed. Concurrent with the manufac 


turing review of the design other re 
sponsibilities should be discharged 
such as drafting, compiling parts lists, 
and obtaining patent approval. 

The product engineer IS usually [C- 
sponsible for the completeness and 
accuracy of This includes 
such factors as dimensions, tolerances, 
limits and finishes. Usually he is 
responsible for seeing that standard 
parts and practices are called for and 
will indicate that this has been done 
when he signs off the drawings. To 
insure the desired cooperation between 
and 


drawings 


also 


engineering manufacturing, pre- 
liminary prints of manufacturing 
drawings m: ty be submitted to the 


Manufacturing Department for review 


before the drawings are signed off. 
Preliminary prints may also be sent 
to the Manufacturing Cost Estimating 


Group to allow that group to proceed 


in the early accumulation of cost 
estimates. 
The compiling of a parts list is 


usually a drafting function. Parts lists 
constitute basic ordering information 
for the factory, and form important 


service data in instruction books. 
When compiling parts lists, recom- 


mendations may also be made as to 
which items should be stocked as spare 
or replacement parts. 

Most of the larger engineering and 
manufacturing organizations retain one 
or more patent attorneys. To 
cessfully protect the patent rights of 
his firm the product engineer should 


SUC- 
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furnish the patent 
ten disclosures of 


attorneys with writ- 
any features thought 

have patentable possibilities. This 
is usually done before manufacturing 
information is released 


RELEASING ENGINEERING INFORMA 
TION: Following the final review of 
the product design, engineering in- 
formation will be released to the Man- 
ufacturing Department to enable that 
department to proceed with produc- 
tion. Released information usually 
consists of: 


. Drawings signed off by the prod- 
ud engineer after checking dimen- 
sions, tolerances, limits, finishes, and 
standardization of parts, materials and 
methods. 


2. Parts lists after checking for 
quantity, description and recom- 
mended spare parts. 

3. Engineering notices which con- 
tain all pertinent information not 
otherwise covered by drawings and 


parts lists. 

i. Test and inspection specifications 
which are import int to providing fa 
cilities and training personnel for test 
and inspection in production. 
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PACKING DESIGN: 
can be 


F requently 
designed arouni l 
and thus avoid 
waiting for the 
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engineer 


models 
delay in 
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SALES LITERATURE AND INSTRUCTION 
It is generally the responsibil 
itv of the product engineer to furnish 

the technical information for this type 

of literature and to check the copy, 


BOOKS 


Fig. 3— The " 


bread board” 
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before printing, to 
and ac 


assure the lucidity 
uracy of technical statements. 
ENGINEERS’ NOTEBOOKS AND 
NICAL REPORTS: Engineers’ 
frequently constitute the basis for pat 
ent litigation and the later 
tion of technical reports. Technical 
reports are important mediums for 
keeping management informed regard- 
ing the work that has been done and 
constitute valuable legal and scientific 
records for the files. 


TECH- 
notebooks 


prepara- 


TECHNICAL Most manage 
ments preparation of 
technical papers on the that 
they secure tion of the 
author's achievements 
st al papers provide a 

ublicity for the 


PAPERS 
encourage the 
ground 


wider recogni 


and that 
hign 
company 


tech 
ty pe ot 


FACTORY FOLLOW-UP: Throughout 
the production cycle, fa 
is an important product 
sponsibility. They may be called upon 
to assist the manufacturing personnel 
in solving problems on tooling, proc- 
material ton ofr 
may have to effect design chan 
ing production 


tory follow- Ip 


engineer's re 


they 


ges dur 


essing, substitt 


TESTING PRODUCTION SAMPLES: Time 
and manufacturing cost may 


by laboratory 


be saved 


testing of pre produc 


| 
tion samples and evaluating the sam 


ples in the light of the commercial 
specifications and the engineering 
model. 


ENGINEERING CHANGES: 
changes can be the 


Engineering 


greatest obstacles 


to satisfactory execution of production 





ET a m 


model is effective for testing basic design. 





schedules. For control purposes ap- 
proval of a responsible person in engi- 
neering management is required be- 


fore such changes can be made. 


SPECIALISTS SERVICES: Some organiza- 
tions retain experts in highly special- 
ized fields. Progressive engineers will 
avail themselves of their knowledge 
by consultation. 

To insure all major transactions 
being handled in accordance with pre- 
determined policy, forms are usually 
prepared and procedures for repetitive 
operations are written for the guidance 
of the engineer. 


Design Considerations 


A product must be designed so that 
it will fit a specific =e bracket. 
After all other factors of a product 
specific ation have been met, the design 
engineer is usually confronted with 
the problem of reducing the cost of 
his product without impairing its effi- 
ciency. 

Designing for efficiency in a prod- 
uct is a matter of good judgment, 
right materials, and a knowledge of 
how to use them. Diii for cost 
reduction also includes a knowledge 
of manufacturing methods, cost of 
labor, cost of processes, cost of mate- 
rials, availability of materials, and 
available facilities. 


DESIGNING WITH ENGINEERING STAND- 
ARD PARTS: Standardization is the de- 
sign engineer's most effective means 
of reducing cost and speeding up pro- 
duction. Standards should be estab- 
lished for parts only after a careful 
consideration. 

Standards are sometimes established 
for parts based on usage. Items that 
have been used in large quantities are 
designated as standard items, while 
items that have been less popular are 
eliminated, or listed as special. Estab- 
lishing standards on usage alone has 
the disadvantage of not being flexible 
enough to permit of changing the 
standard as factors affecting its pro- 
duction or procurement change. Once 
established, such a standard may be 
perpetuated as long as the demand for 
it continues, although better materials 
and cheaper methods may have be- 
come available in the meantime. 

Standards should be broad enough 
to serve the widest possible scope 
of usefulness. They should be firm 
enough to permit taking advantage of 
quantity-production savings in costs. 
They should be flexible enough to take 
advantage of more suitable materials 
and improved production methods as 
they become available. Fig. 4 shows 
how a particular standardization effort 
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Fig. 4 


Standardization in one department reduced the number of transformers and 


capacitors that had to be kept in stock to a small fraction of the previous total 


substantially reduced the number of 
parts used in one department. 


CHOOSING FINISHES: Finishes must be 
selected on both a technical and an 
economical basis. Occasionally a finish 
chosen to meet a certain technical re- 
quirement proves too expensive for the 
job. Occasionally the cost of finish 
ing a product may exceed the cost of 
fabrication. 

For sprayed finishes, the cost is in 
direct ratio to the amount of handling 
required during finishing. An example 
would be that of applying the same 
finish to both sides of a panel as com- 
pared to applying a different finish 
to each side. If different finishes are 
to be sprayed on, one must be masked 
from the other before spraying. Un- 
necessary masking increases labor 
charges and consequently the cost of 
the product. 


SIMPLICITY IN DESIGN: In designing 
equipment the engineer determines not 
only the dimensions and arrangements 
of parts and assemblies, but he also 
influences the production methods to 
be followed, the machinery to be used, 
and the man power to be employed in 
manufacturing the product. His ability 
to simplify the design often results in 
a higher speed of production and 
lower tooling requirement. Production 
economy is improved by the simplifica- 
tion of parts, which results in a less 
expensive design and greater ease of 
assembly. 


DESIGNING FOR ACCESSIBILITY: Acces- 
sibility influences the cost of assembly 
and of servicing the product after 
manufacture. Due consideration given 


to simpli fic ation will often also take 
care of accessibility. The placement 
of parts in inaccessible locations in 
creases the labor cost in manufactur 
ing. Products are frequently sold 
customers on the recommendation of 
their own engineering or service per- 
sonnel. Accessibility is an importan 
factor in such recommendations 


NORMALIZING TOLERANCES: lf the 
product demands small tolerances, pre 
cision equipment is required. Prec ision 
equipment is costly and usually limited 
in output. Higher skill may be re 
quired to operate it, at a higher labor 
charge. Specifying liberal tolerances 
has the advantage of lower investment 
cost in machinery and lower produc 
tion cost. Watch factory tolerances in 
radio factory production do not reflec 
economy in design. 


CLIMATIC CONSIDERATIONS: Equip- 
ment designed to be used in the tropics 
ought to employ different components 
and different design characteristics 
from equipment to be used in arctk 
regions. 


SERVICE CONSIDERATIONS: 


The pecu 
iar requirements of the specific service 
in which the product is to be used must 


dictate certain design features. A radio 
receiver designed for home use is not 
suited to mobile service, or a car - 
is not suitable for use in an airp! 


QUANTITY CONSIDERATION: Another 
factor in designing for cost is the 
quantity to be manufactured. If the 
quantity is large, costly tooling with : 
long life service may be the most eco: 
nomical. If the quantity is sm || the 
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Fig. 


maintenance. 







design may have to be accommodated 
to less expensive production methods. 


Quality: The quality of a product 
is in a large measure a reflection of 
the individuality of the person who de- 
signed it. Designing for quality calls 
for ingenuity and good judgment. 












EFFICIENCY: The efhciency with which 
an engineer performs his work, as well 
as the efficiency with which a product 
performs its function, largely reflects 
the extent to which an engineer ap- 
plies his own experience and the ex- 
perience of others. 























SAFETY CONSIDERATIONS: There are a 
number of safety factors which must 
be considered: (1) Does the design 
call for the use of materials or proc- 
esses injurious to the health of those 
manufacturing the product, or dan- 
gerous to the equipment used in its 
manufacture? If so, can other mate- 
tials or processes be substituted? If 
not, proper precautions must be taken 
before manufacturing starts. (2) Does 
the equipment afford any safety hazard 
to those operating it? Safeguards may 
be required or warning labels may be 
needed. (3) Is the equipment safe 
to service? Are sufficient interlocks or 
other protective devices employed ? 






















































































Processes: An engineer should not 
Suggest an unfamiliar manufacturing 
process without first investigating it. 
Good engineering requires close co- 
Operation with those who determine 
the processes. 
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Tooling can be one of the 
ostly items in producing à new 
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5—This cleancut wiring design will save 


Accessibility under field conditions is often forgotten. 
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assembly time as well as simplify 


The 


product. quantity to be manu- 
factured and physic al design char- 
cteristics are prime factors in deter 
mining the tools to be used. A 


preliminary consultation with those 
who determine the process and those 
who design the tools may mean the 
difference between financial 
and success of the project 


failure 


SAFEGUARDING PARTS DURING MANU- 
FACTURE: Parts should be designed 
so that they will not be damaged in 
normal factory handling. Welded 
studs on panels or other protrusions 
may mar the finish on adjacent panels 
during handling. If parts cannot be 
designed to avoid damage in handling, 
special handling instructions will be 
necessary. 


INSPECTION: Cases have been cited 

which the cost of inspecting a part 
was more than the cost of producing 
it. This can be avoided by giving de- 
sign consideration to production and 
inspection methods to be employed. 


STYLING: The design engineer is re- 
sponsible for providing a product ac- 
ceptable to the customer. In hand with 


utility value, the customer demands 
* * 
THE FIRST ELECTRO-MAGNET 
1825. 





eye appeal. Here the engineer should 
have available the consultation serv- 
ices of a specialist in styling. Accept- 
ance of styling is usually the preroga- 
tive of the Sales Department. 


From the preceding discussion it 
must be fairly obvious that the crea- 
tive cycle of a new product is depend- 
ent upon a vast amount of good judg- 
ment, a great deal of paper work, and 
numerous reference books ; that the de- 


sign engineer is invested with great 
responsibility; and that there is ade- 


quate information for his guidance, if 
he will use it. 


Engineers are urged to make use 
of the check list in Table I. The prac- 
tice of checking off items as they are 


completed will avoid forgotten items. 


Table 1—Factors to Be Considered 
in Evolving a New Product 


1. Development 
Demonstrates the 
principle to 

Design has 
Quantity 
Cost 


application of a 
a product 
been checked for: 


) 


l vpe of service 
Climatic conditions 
Standards 
Simplicity 
Accessibility 
Quality 
Efficiency 
Safety 
Normalizing 
Processes 
Tools 
Safeguarding parts in manufacturing 
Inspection 


tolerances 


Finishes 
Styling 
3. Model has been completed, as well as 
lype tests 
Patent applications 


Management approval 
Underwriters’ approval 
Drafting has been checked for 
Dimensions 
Tolerances 
Limits 
Finishes 
Standards 
Processes 
5. Pertinent information 
leased for: 
Manufacturing 
lest specifications 
Packing design 
Technical reports 
Instruction books 
Sales literature 
Technical papers 


-— 


has been re- 


was made by the Englishman, Sturgeon, in 
It consisted of a small iron bar bent into horseshoe form with 18 
turns of bare copper wire wound loosely around it. 


In 1828, Joseph 


Henry, an American, exhibited the first of his revolutionary electro-mag- 


net designs. 


The copper wires of this electro-magnet were silk covered. 


By insulating the wire instead of the iron bar, a large number of turns 


could be formed into a compact coil with great lifting power. 
change has been introduced into Henry’s basic electro-magnet design. 
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Fig. 1 
pr imc 


Knowing how shock 
necessity in designing 





PROPERLY DESIGNED vibration and 
shock mounting systems perform a vi- 
tal job by protecting complicated, ex 
delicate and me 
equipment. Yet it has been 
the experience of the author that of 
all equipment submitted for shock and 


pensive, of electric 


chan al 


vibration contract approval tests, 
ninety percent are equipped with 
mounting systems that, at best give 
only partial protection, and at worst 


intensify the effects of the vibration or 
shock 

The point of departure, then, in dis 
cussing the vibration and shock mount- 
ing problem is to point out that 
are designed to in- 
specific. characteristics that pro 
tect equipment from specific kinds of 


1 MI " 
shock or vibration 


commercial mounts 


clude 


The effect of these 
chara recognized 
when mounts are incorporated into an 
individual mounting system. 

A typical mounting problem, then, 
(1) Determination of 
shock or vibration field conditions; 
(2) design of mounts 
with the proper elastic characteristics ; 
and (3) 


teristics must be 


comprises 


selection. or 


proper location of these on 
th« equipment 

Methods for determining vibration 
and shock field conditions will not be 
discussed here, though these data arc 
used in setting up the conditions of 
the problem. Generally, specifications 
ordinarily supply this information and 


* The ns expressed in this article ar« 
those of the author and are not to be con 
etrued as offic opinions of the United States 
Navy Depar 
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paralleling field condi- 
tions of some limited intensity, well 
below what has been found to be the 
peak or maximum. These specifica- 
tions allow for a compromise between 
size, weight, and economic factors on 
the one hand, and protection and op- 
erating efficiency on the other. 

To design a vibration 
mount system, it is necessary 
nize that exciting vibratory forces may 
be continuous with constant frequency 
and amplitude or that these parame- 
ters may vary. Similarly, in a shock 
mount system, shock forces may be in 
termittent with high or low frequency 
components, or both, and may be ac- 
companied by large displacements. 

More important than finite values 
for vibration and shock load conditions 
is an understanding of the physical 
nature of vibration or shock loads, and 
the change in the response to these 
provided by the mounting system used. 


isolation 
to recog- 


VIBRATION 


Protection from vibration is simply 
a matter of locating resonant frequen 
cies below the frequency of exciting 
vibration. Resonant frequency or natu- 
ral frequency is a characteristic of all 
physical bodies just as is length, color, 
texture, or weight. 

The following experiment is sug 
gested to demonstrate the meaning of 
resonance and natural frequency. Take 


a piece of spring steel or a flexible 
and extend 
over the edge of 


in the form of a 


a desk : 


SC ale 
cantilever 








Propuct 





freedom, undamped systems. 


forcing frequency \ | 
n atural freque ncu 





work is a Fig. 2—Transmissibility curve typical of linear, single-degree-of- 


Isolation range is used for design 





Vibration Isolation and Shock 





hold one end firmly against the edge 
of a desk and pluck the free end. The 
cantilever vibrates at a particular fre- 
quency, its natural or resonant fre 
quency. If the cantilever length is in- 
creased, or a weight is attached to its 
free end and it is plucked again, the 
frequency is lower than before. If the 
free length is shortened, the resonant 
or natural frequency is raised. This 
responding frequency is so uniform at 
any one length of the cantilever that 
commercial tachometers and 
forms of frequency meters have been 
made incorporating this principle 
Take the same cantilever with 

large weight on the end, that is, one o! 


Various 


low natural frequency, and holding 
the unweighed end in your hand 
move it up and down very slowly 


Your hand and the weight will move 
together. Now, gradually increase the 
exciting frequency (the up and down 
motion of your hand) and note that 
the weight and your hand do not mov 
up and down together. There is 
phase difference in their relative mo 
tions; in fact, the excursion (total 
travel) of the weight will be large! 
than that of your hand and will in 
crease as the frequency of vibration in 
creases, up to the natural or rc soni jt 
frequency. At this point, the rclation 
between the excursion of your hanc 
and the excursion of the weight will b 
a maximum; this relation is called the 
transmissibility. 

As you further increase the exciting 
frequency, the excursion of the weigh: 
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protection from forcing vibration. 


Mounting 


or the transmissibility decreases. 
The decrease continues until the ex 
cursion of the weight 
than that of your hand. The weight is 
then in the isolation range of frequen- 
cies; it is being protected from the vi 
bration of your hand. Shown in Fig 

is a transmissibility curve ty pic al of 


ratio 


becomes less 


) 


linear, single degree of-freedom, un 
damped The equation from 
which Fig. 2 was plotted is as follows: 


(7) 


ransmissıbilıtyv ratio, 


Sys tems. 


Welg rhe CXCUTFSIOI 
exciting excursion 


trequency of exciting vibrati 


CPs 


natural fre pie system, cps 


Thi eq 
values after 
since only 
terest, e 


ation does not 
resonance 1 
absolute 


give 

passed; but 
values are of in- 
the transmissibility curve above 
the resonant frequency is shown plot 
ted in the first quadrant. 

The transmissibility at resonance is 
à mcasure of the damping or hysteresis 
present 1n the mounting material and 
is important if the installation 
Operate through the resonant fre- 
quency. However, if resonance is not 
excited in an installation, damping is 

advantage, for it 


positis e 


must 


increases the 
issibility in the isolation range 

A point to be noted from the fore- 
goin: cantilever experiment is that as 


trans 
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Vibration Isolation Chart: 
aton mount 
J known exciting frequency, proje 
nding to percent at 
Project down to natur 
Coordinates of point A give r 


frequency and static deflectior 


hart for determining characteristics of undamped mounts required to provide 
Chart applies to most commercial vibration mounts. 


Carl Bastien 
Naval Research Laboratory 


the weight is increased or as the effec 
tive length is increased, the natural 
frequency is reduced. Or, expressed in 
another way, as the initial static deflec- 
the beam is increased, natural 
frequency decreases. This can be ex- 
pressed mathematically by the follow- 
ing equation: 


3 by 


which 


tion of 


l 


static deflection, ir 


This equation is plotted as the zero 
percent isolation curve in Fig. 3. If 
actual measurements for static deflec- 
tion of the free end of the steel canti- 
lever are made, the resulting natural 


frequencies will be found to agree 


closely with the values 
curve. 

Eq (2) applies, to a reasonable ex- 
tent, to most common resilient mount- 
ing materials used, such as rubber and 
springs in which the restoring 
force varies directly with displacement 
and probably ap plies, to 
gree, to cork and felt. 

The action of the cantilever beam 
discussed here is analogous to the ac- 
tion of commercial mounts. (See sche- 
matic in Fig. 2). The weight at the 
end of the cantilever is the equipment 
weight, W, supported by the spring, 
K. Cantilever static deflection, when 
loaded by W, corresponds to spring 
deflection, and cantilever stiffness cor- 
responds to spring stiffness. Hence 


given by the 


steel 


a lesser de- 


1948 


Eqs (1) and (2) are generally appli 
cable to commercial mounting systems. 


SHOCK 


To solve a particular shock mount- 
ing problem three conditions must be 
known: 

Field conditions from which pro- 
tection is desired. 

2. Spi ice available around the equip- 
ment for mount installation and shock 
motion clearance. 

3. Vibration excitation conditions 
existing at the proposed installation 
location. 

Shock mount problems are more dif- 
ficult to solve than vibration isolation 
problems. But the solutions are sur 
prisingly analogous. 

Shock mounts are ordinarily dc 
signed to protect equipment from the 
particular type of shock involved. 
There are many distinct kinds of 
shock; the damage caused by any one 
of them to a structure or one of its 
elements is as much a function of the 
shock pulse and its parameters as it is 
of the structure shocked. These defin- 
ing parameters are frequency, ampli- 
tude, number of cycles, and phase re- 
lationship. 

Damage to any structure due to 
steady-state vibration is made enor- 
mously more probable by the presence 
of a resonant condition; that is, when 
the natural frequency of the structure, 
or one of its elements, coincides with 
the exciting vibrational frequency. A 
condition analogous to resonance can 
exist in the case of shock; if the natu- 
ral frequency of a structure, or a com- 
ponent, is close to the effective, or a 
predominant, frequency of the shock 
pulse Or wave component, a condition 
occurs similar to resonance in steady- 
state vibration. As a result the stress 
in the particular member due to shock 
may become many times that in adja 
cent members having different natural 
frequencies. 

The analogy can be carried further 
to the interesting case in which a con- 
dition similar to isolation in steady 
state vibration is found in shock load- 
ing. This occurs when the duration of 
the shock pulse is much shorter than 
half the natural period of the struc 
tural element. 

To amplify this important point, the 
unit of gravitational acceleration, g, 
may be mentioned. In the usual solu- 
tion of impact loading problems, a 
structure subjected to an impact load, 
accelerated at x g’s will be stressed 
times the stress of one g. But this 
measure of shock or impact corre- 
sponds to the amplitude parameter 
only, and, as in vibration, amplitude 
is not a true measure of stress in the 
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loaded structure, nor is it proportional 
to resulting damage. 

As an example consider the simple 
system shown in Fig. 2, and assume 
that it has a vertical natural frequ ncy 

of 20 cps. It is shocked with a si: gle 

sinusoidal pulse of 1000 cps frequency 
and 1000 g peak. The resulting de. 
flection of the spring would probably 
correspond to less than a hundred 
times the weight, i.e., the base of the 
weight would experience an accelera- 
tion of less than 100 g. On the other 
hand, if the same system is shocked by 
a load having a single sinusoidal pulse 
of 30 cps duration and 1000 g peak, 
the resulting deflection of the sprin; 
will be approximately 1700 W or 
1700 g. 

The complete solution to an indi 
vidual shock mounting problem in a 
complicated structure, like electronic 
equipment, is practically impossible 
theoretically, and without question that 
approach is uneconomical. 

The solution, in the design of elec- 
tronic gear, is not simply one of "in. 
creasing sections," for that can cause 
trouble just as quickly and easily as 
if the section is too light. 

The approach to the problem by the 
larger and better equipped companies 
is one of a combination of theory and 

Fig. 4—Arrangements for supportiag equipment on vibration isolators or shock mounts. experiment. There are many funda- 
mental design criteria that are of help; 
a number of publications have been 
written concerning the theories in- 
volved and more complete information 
is in the process of publication at the 
present time of this writing. The 
method involves making the best pos 
sible use of the theoretical material at 
hand and then testing the equipment, 
with subsequent redesign if necessary. 

In conjunction with the problem of 
shock resonance, it must be remem- 

_ Compression bered that common shock phenomena 
adjustment 
are not pure sine pulses of a single 
predominant frequency but are usu ally 
made up of many frequencies. 


n Cornpressed Sensitive 
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TYPICAL MOUNTING PROBLEM 


Consider a typical mounting prob- 
lem -mounting a piece of equipment 
as shown in Fig. 4, in which the 
center of gravity is at the geometric 
center of the shape. If the mounts are 
placed on the bottom, as shown in 
Fig. 4 (A), the body may have as 
many as six different resonant fre- 
quencies as follows: (1) Vertical 
translational along the X axis; (2) 
Rotational about the vertical axis; (3) 
"Low rocking" in which the box 
rocks in a vertical plane parallcl to 
*0.080 in. the X-Z plane and about a center 

below the center of gravity; (4) 
“High rocking” in which the box 


Fig. 5—Vibrograph to determine natural frequency of vibrating mounted equipment. rocks about a center located above tht 


i ~-Redlucing equipment 
Element H T 
ousing Largest acceleration: 209 


Range of measurement: 
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center of gravity such that the mo- 
tion takes place in a plane parallel 
to the X-Z plane; (5) and (6) 
similar to (3) and (4) except that 
the motion takes place in a plane 
parallel to the X-Y plane. 

[he parameters, which determine 
the different resonances in the prob- 
lem outlined, are the distances a, P, 
and c, the horizontal and vertical stiff- 
nesses of the mounts, and the mo- 
ments of inertia of the box about the 
X, Y and Z axes. If the mounts are 
equally stiff in the horizontal and 
vertical directions, and are placed 
shown in Fig. 4(B) or 4(C), so that 
the center of gravity of the box lies 
in the same plane as the four mounts, 
and the mounts are installed in pairs 
equidistant from but on opposite 
sides of the center of gravity, 
resonances are much easier to control. 
The resonances are then said to be de- 
coupled ; an excitation of one will 
not cause a vibration in another mode. 
The resonances then reduce 


the three 
tational, 
the major axes. 
excitation of the rotational resonances 
is small in ordinary industrial instal- 


major axes, and three ro- 


lations; so, of the six resonances orig- 
inally present, only three are active 
or likely to be troublesome. Further, 

the mounts are located as shown 
in Fig. 4(B) distance d be made 


equal to the radius of gyration of the 
body about the Y axis, and distance e 
equal to the radius of gyration of the 
body about the Z axis, the six res- 


onances will be equal. In many cases 


the 


to three 
translational, one parallel to each of 


one rotational about each of 
The possibility of 


this is an unnecessary refinement for 
ordinary mounting problems. 

Generally, the problem of design- 
ing a satisfactory mounting system 
for a piece of equipment already con- 
structed will be one of making a fair 
estimate and then proving the matter 
by experiments. 

For equipment in which the center 
of gravity is not at the geometrical 
center of the box, it is sometimes de- 
sirable to provide mounts of dif- 
ferent stiffness for the different cor- 
ners of the equipment so that the 
static deflections are equal for all the 
mounts. However, this may cause 
trouble on the assembly line, for 
mounts look the same and may be 
misplaced on the equipment. Rather 
than providing different mounts for 
the different corners, and symmetri- 
cally locating the mounts about the 
geometrical center of equipment, it 
is better to locate equal stiffness 
mounts symmetrically about the center 
of gravity of the equipment. 

A simple and reasonably accurate 
method of estimating vertical resonant 
frequency for small amplitude vibra- 
tions, if mounts are available, is to 
get a load-deflection curve of the 
mounts and use the data to solve Eq 
(3), which is a variation of Eq (2). 


" 1 "e 
= — = E ( 
where 


K = average slope of the vertical load- 
 dulutm curve of the mount at the 
, load v, lb per in. 

t of the weight, in pounds, of the 
box if four mounts are to be used 
located symmetrically about the 


p = 
w 


center of gravity. 
= acceleration due to gravity, 256 in 


8 9 
per sec? 
f = vertical natural frequency, cps 


Experimentally proving a mounting 
can be done a number of ways. The 
best is to install it and try it out in 
actual use. If field conditions are 
known, the next best is to place the 
mounted equipment on a vibration 
machine ien I resonant fre- 
quencies in the vertical and high- and- 
low-rocking resonant frequencies about 
the two principal horizontal axes. 

Another method of determining 
low-rocking and vertical resonant fre- 
quencies, which is applicable if. the 
equipment is small, makes use of the 
fact that when struck properly, re- 
silient members vibrate at their nat- 
ural frequencies. By striking the 
equipment with the hand, the result- 


ing frequency of vibration can be 
measured with a stroboscope or a 


vibrograph. (A vibrograph is a me- 
chanical instrument which has a spring- 
loaded probe that contacts the vi- 
brating equipment. The probe is 
connected through a lever system to 
a scribe which follows the motion of 
the equipment, marking this motion 
on a tape upon which time intervals 
are marked simultaneously. By count- 
ing the number of vibrations in a 
given time interval, the natural fre- 
quency can be found.) Fig. 5 shows 
an assembly and section drawing of 
one type of vibrograph. 

In a later article, shock mount ma- 
terials will be discussed and data 
given for a number of commercial 
shock and vibration mounts. 





Advanced Technical Training in Germany Not Controlled 


ADVANCED TECHNICAL TRAINING in 
Germ: any is available only to those who 
can afford it, according to an Office of 
Tec hnical Services report prepared by 
Dr. E. G. Williamson, dean of stu- 
dents, University of Minnesota. With 
few exceptions, “‘laissez-faire’’ meth- 
ods govern admission of students to 
advanced training in technical high 
schools and universities. 

After investigating 30 German in- 
dustrial and educational officials it 
was determined that the German edu- 
cational system has produced a large 


number of highly trained technical 
men, but has failed to provide equal 
Opportunity for all social and eco- 
nomic levels of the population. 


A quota system for admitting stu- 
dents to specialized training courses, 
such as in law and medicine, further 
hampers development of effective selec- 


Propt cy 
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tion, 
ods. 


counseling, and training meth- 
The quota for medical students 
at Berlin University is proportional 
to the number of available physicians 
in Germany and bears no relation to 
the number of high aptitude students 
who apply for admission. 

On lower educational levels, the 
German government has made avail- 
able nation-wide vocational counseling 
and testing programs for sub-profes- 
sional workers and skilled tradesmen. 
In like manner, large German indus- 
tries have continued to expand and 
strengthen their testing programs for 
selecting, classifying and assigning 
men and women to skilled factory jobs. 

At the very time, during the recent 
war, that the German nation was 
utilizing every known scientific device 
for further exploitation and utilization 
of its natural and physical resources, 


1948 


the nation’s agencies for producing 
technically trained manpower contin- 
ued to use laissez faire methods for 
identifying individual youths. In the 
lower social groups, the Nazi regime 
before the war intensified the tradi- 
tional mass pressure of service to the 
state as opposed to individualized self- 
development. This pressure was a form 
of compulsory occupational distribu- 
tion, especially below the professional 
and technical occupational levels. 
Mimeographed copies of the re- 
port (PB-85192; “Counseling and 
Selecting Personnel with High Apti- 
tude for Technical Training) cost 75 
cents. Orders should be addressed to 
the Office of Technical Services, De- 
partment of Commerce, Washington 
25, D. C., and should be accompanied 
by check or money order payable to 
the Treasurer of the United States. 
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Four Station 


LOW HIGH 


The heating of forging blanks by the electrical 
resistance method is accomplished by this compact 
four station machine. The forging blank is gripped 
between electrodes and low voltage, high amperage 
current passed through the work, causing it to heat 
because of its resistance properties. The current is 
supplied by a transformer built into the machine. 


Transformer is connected to a standard power supply 
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LOW 


Electric Resistance Heater 


line. In this type of hca.ing no power is consumed 
The 


For this operation 


unless the work is being heated. parts are 
heated to 2300F in 12 seconds. 
800 Ib of steel was heated per hour at a power con- 
The 


machine is 90 in. long, 58 in. wide, 54 in. high and 


sumption of 1 kwhr for each 7.4 lb of steel. 


weighs 8,000 pounds. It is built for many applications 
by the Agnew Electric Co., Milford, Mich. 


TYPICAL APPLICATION ot re 
sistance heating is this automotive 
knee action lower control arm shaf 
It is made from a 15/16 in. round 
by 153 in. long SAE 1024 steel 
blank. A section approximately 
i in. long has to be heated to 
2300 F for the forging Operation. 
The part is then transferred 
upsetter and forged as shown 
other end is then heated and forge 
in the same manner. These pieces 
can be heated at the rate of mort 
than 

one operator by the machin 
scribed here. 
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Solenoid valve 
/ 











MACHINE CROSS-SECTION shows the bolted frame 
onstruction. Transformers, located under the work table. 
are water cooled. They provide low voltage, high amperage 
urrent for heating the work. Operating from a standard 


frequency single phase power supply circuit, they have 
inorganic insulation and are rated at 75 kva each. Ex- 
ternal 3 hp motor drives hydraulic pump inside the ta 
through a flexible coupling connection. 
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PART IAL TOP VIEW shows fourth station of the machine. 
Work is clamped by double acting hydraulic cylinders. Remov- 
able water cooled electrodes have alloy inserts brazed in place. 
One half of the clamping unit is stationary and the other half that are to be forged or bent can be heated, leaving 
s mounted on a slide to permit expansion of the work. Flexible the rest of the part cool. Because of rapid heating, 
secondary leads connect clamping mechanisms and transformer. minimum scaling occurs. (continued on next page) 


BASIC METHOD is shown. Any part that can be 
gripped between electrodes and has a uniform sec- 
tion can be heated by this method. Certain sections 
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Resistance Heating Machine (continued) 


D 


i i 


HYDRAULIC VALVES are gasket mounted on the outside of the machine. 
They are internally connected with steel tubing located inside the hydraulic 
By using gasket mounted valves, they can be removed without 
disturbing the piping. Any leakage that might occur in the hydraulic lines 
Solenoid operated valves are the spring offset type. 


oil tank. 


goes into the tank. 


J-phase power supply 
LI L2 L3 


MR2 
Motor 
starter 


-MRI 
Motor 
starter 


Blower 


motor A Solenoi 


va/ve 
— 
WC 


We/der-type 
maqnecfic 


Auxiliary Power Supply 


Single phase Power 


supply to transformer 


»ntactor 


Work 


Power Supply to Work 


WIRING DIAGRAM for machine. When work touches 
stop, switch LS closes and energizes relay SR to start cycle. 
When SR is energized it operates the solenoid valve, which 
permits hydraulic pressure to operate work clamps. When 
work is clamped, the pressure build-up operates switch 
PS. Switch PS being closed, causes contactor WC to 
energize transformer and start heating cycle. When work 
temperature reaches setting of photo-amplifier, normally 
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_--Clamping 
cylinders 


Solenoid 
operated 
4 -way 
valve, 


Relief valve (set for 


600 -800 ps!) ^N Counfer- 
Vane -type balance 


pump ` 


Æ- -7 
Oil filler | 
cap 


HYDRAULIC CIRCUIT for one station 
is shown. Cylinders clamp work when 
solenoid is energized. Pressure build-up 
in cylinder line operates pressure switch, 
which starts the heating cycle. 


//O volt contro/ circul 


on 


SR 
Photo / 
Photo ampl. 


of I staf 


arn 


PB 


Emer. stop Photo ampl 
m — Au 


Contactor 


open contact between 3 and 4 will close; energizing HR 
When HR is energized the supply to contact WC throug! 
its normally closed contact between PS and WC is broken 
Thus the heating cycle is stopped. Also when HR 5 
energized by the photo-amplifier, the supply to the SR 
relay will be broken by the normally closed HR conta: 
in this circuit, and the work is unclamped. Emergency stop 
energizes HR relay, turning off heat and unclamping work 
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High Pressure Hydraulic Control System 


This aircraft control system, known as the "Non- 
pressurized in-flight system," has relatively no exist- 
ing pressure during the flight of an airplane. 
Operating pressure of 3000 psi is present only during 
the take-off and landing intervals when the landing 
gear is in the down position. This design avoids the 
fire hazard that can occur in a high pressure system 
when the fluid leaks out and atomizes. The system is 











similar to the common open-center type except that 








Gun charger 
|| Sdlenoid operated 
oe way valve 


Solenoid operated | 
on-off valve 


all elements can be operated simultaneously during 
any part of the flight interval. All control valves are 
similar except for the landing gear control valve, 
which has a snap ring omitted. Pressure is maintained 
in the system when the landing gear is down, thus 
providing pressure for brakes, wing flaps and arrest- 
ing gear, and for ground servicing operations. The 
system and its components are manufactured by Air 
Associates, Inc., Teterboro, N. J. 


Escape chute door cylinder \\ 
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CONTROL VALVE SECTION is a 
four-way control valve. Pressure cham 
ber is split into two chambers, one at 
each end of the plunger. When handle 
is Operated in one direction, flow is 
directed through one of the "C" ports ; 
and when operated in the opposite 
direction, flow is directed out the 
other "C" port. 

Lower part of valve Operates a 
plunger that opens and closes a pas- 
sage between the P1 port and the P2 
Port. This is done during the same 
Operation which actuates the operat- 
ing handle. Opening and closing of 
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valve 
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Typical Installation 






Control valve 


the passage between the P1 port and 
P2 port of any or all of the valves in 
the system, raises and lowers the pres- 
sure in the system. When P1 and P2 
ports are in open to each other, the 
system is charged to full 3000 psi 
operating pressure. 

Lower plunger is spring loaded so 
that a centering load exists at all 


times, tending to return the plunger 
to neutral. Part of the plunger is ex- 
posed to the flow of fluid going in 
and out of the C2 ports. Hydraulic 
"resistor" attached to this plunger is 
a pressure 


sensitive to flow, so that 
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This snap ring 
orniffed on — 
landing gear 


A 
control valve 


| | 
|| 
= AE 4 | 
| Arresting gear || l Speed brake | 


p— fa 
| corrfro/ valve 


confro/ valve 


Section A-A 


drop is created during an interval of 
flow. When there is no flow, the pres- 
sures on each the "resistor" 
are equal. Centering spring load is 
then sufficient to return the plunger 
to neutral. 

After the handle has been actuated, 
the hand is removed. The handle re- 
mains in its extreme position until the 
controlled element has completed its 
cycle. After the cycle is completed, 
handle moves a fraction of the full 
distance toward neutral. 

Thus, the handles indicate the loca- 
tion of elements of the system. 


side of 
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WALL HUNG 
GARAGE UNIT 


LIVING room floor installation in a one-floor home. Garage is heated, but convector can be shut off at furnace if desire 


Triple Service 


Hot Water 


Heating System 


his ‘triple service” gas or oil fired hot water heating 
system provides water at controlled temperatures for 
home heating, hot water for automatic home laun- 
dries and dishwashers, and tempered water for lava- 
tory, tub and shower. Including a mechanical means 
for water circulation, either recessed or open radiators 
can be used. Radiant panel-type installations can also 
be used with this system. Since all three units are 
combined in a single unit, the floor area required by 
the unit is less than that required by separate units. 
The unit is designed according to the Boiler Code of 
the ASME. Water, passing through a coil in the 
boiler, is supplied directly to laundry and similar 
services. For “tempered” water services it is mixed 
with cold water. With 100F rise above supply tem- 
perature, output is 90, 135, or 185 gal per hr for the 
three sizes available. Tempered water, where 63F 
rise is usual, is thus availabie in double these volumes. 
The system is available in 100,000 btu 150,000 btu 
and 210,000 btu per hr sizes. It is manufactured by 
the Janitrol Division of the Surface Combustion Cor- 
poration, Toledo, Ohio. 
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CABINET of the "triple service" hot water heating unit 5 
finished in smooth gray baked-on enamel. All automatic con 
trols are inclosed. Modulating control, to "tune" the system 
to prevailing outside weather conditions, extends through tht 
top of the upper front panel section. Front panel can M 
removed by means of the handle-type latches. The cabine 
panels are slotted to provide ventilation for the burner ani 
pump units. Unit is completely assembled at the ‘acto! 
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EXPANSION TANK 


À - 
FILLING SYSTEM à 
" > SFX AR ELIMINATOR 








2 INCH CONCRETE 
O RETURN HEADE 







ELEMENT REVERSED 


ATTIC installation in 


Each convector has separate piping. 


CABINET CUTAWAY shows the compact arrangement 
of the controls and burners in front of the heat generator. 
in. thick boiler is also cut 
to show its interior. A disc of insulation is placed on 
'ottom of the generator. The motor and circulating 
> unit is mounted above the burners. Tubing for con- 
Ns to convectors is double wall steel type, copper 
| internally and copper and solder coated externally. 


vy insulation around the 
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SYSTEM OPERATION 


OPERATION of the system is entirely 
automatic. A room thermostat func- 
tions to start and stop the water circu- 
lating pump to provide desired room 
temperature. Normal water tempera- 
ture range is from 205 F to 215 F. A 
limit control prevents temperature 
from exceeding 220 F. When tempera- 
| ture drops to the low limit, burners are 
started and operated until the 215 F 
temperature is reached. With normal 
water pressure of 8 to 10 psi, operat- 
ing pressure is 15 psi. A relief valve 
prevents the pressure from exceeding 
30 psi. Automatic flow control valve 
prevents gravity water circulation 
when pump is not operating. An "air 
eliminator” installed above the heating 
unit prevents air from accumulating in 
the system. This unit also acts as an 
expansion tank to prevent excessive 
pressure from water expansion 





i*#ennenes es 





BOILER CUTAWAY shows the copper utility water heat- 
ing coil that surrounds the boiler tubes and is immersed in 


the water used for heating. Coil is double wrapped with 
inlet and outlet at the top passing through a removable plate 
attached to the top of the tube sheet. Coil can be removed by 
taking off top plate and unwinding the coil through the 
tube sheet opening. Since the heating water is circulated 
in a closed system, it can be treated for scaling. 
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Design for 
C 


Welded Stampings 
Reduces Cost of 
Paper Punches 


These paper punches, assembled from welded 
stampings are sold for approximately one 
third the price of those using castings. Mate- 
rial is cold rolled steel with thicknesses and 
tempers selected to meet the fabricating and 
functioning requirements of each part. Com- 
ponents are assembled by spot welding, riv- 
eting and staking. Punches are made by New 
England Pressed Steel Co. for the New Eng- 
land Paper Punch Co., Natick, Mass. The 
two punches take care of all normal require- 
ments for loose-leaf devices. 


SINGLE HOLE PUNCH, Model 100 is used for varied hole spacings. 
Lever eases punching of thick, hard papers. Left and right guide 
stampings are spot welded together and staked to base. Rivet hinges 
operating lever to guide assembly. 


Base is 0.072 in. hard cold rolled 


steel. Other stampings are softer 0.050 in. material. 


MODEL 3 with holes on 43 in. centers meets about 85 
percent of the requirements for this type of punching. A 
curved lower plate guides paper into place under punches. 
Punch components are principally cold rolled steel. Base 
plate is 0.032 in. thick with retaining spring riveted on. It 
retains punchings. Each punch unit consists of a 0.062 in. 
punch holder stamping, punch, spring, and retainer. The 
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base Plate 


Assembled 


punch 


Paper inserted here 


three units are spot welded to 0.072 in. lower punch plate 
0.025 in. thick upper plate is welded to lower punch plate. 
Three hinges are welded to 0.032 in. thick top cover to 
mate with pierced lugs on punch units. Pointed wire hinge 
pin is inserted through hole in end of top cover to complete 
assembly. Exterior of this model is finished in Lack 
wrinkle lacquer. 
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Engine Synchronizer 


Controls Speed 


and Phasing 


The Synchro-Master engine synchronizer uses a 
differential gear set to measure speed and phase 
differences between two engines or between one 
engine of a group and a reference standard such as 
an electric motor. An overrunning clutch with 
positive angular locating feature permits sensitive 
angular adjustment of the units for best relation- 
ship of unbalanced rotating masses but avoids 
damage by high speed differences during syn- 
chronizing process. 
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governor 
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CONTROLLER MECHANISM includes meas 
uring unit described below and standard air 
operated controller unit which supplies force 
for operation of engine fuel controls. The 
system was developed by R. H. Granville of the 
Synchro-Master Co., Seneca Falls, N. Y. 


SPRING-LOADED pins allow outer member to 
rotate if unequal speed of engines continues 
after lever on inner part of clutch is brought 
against stops. This prevents damage to control 
linkage. Angular interval between teeth corre- 
sponds to one engine revolution. This interval 
permits control of engine phase relation by 
adjustment of air controller set pointer. When 
relative speed of engine changes, resulting 
change in speeds of differential input gears 
causes spider shaft and clutch housing to rotate. 
This rotates inner member of clutch, which dis- 
places moving pointer of air controller through 
connecting linkage. Air controller output varies 
fuel supply to following engine until its speed 
equals that of leading engine. Phase relation- 
ship is measured by angular position of spider, 
when speeds are synchronized, and transmitted 
through clutch and linkage to moving pointer 
of air controller. Air controller adjusts follow- 
ing engine to desired phase relation by match- 
ing moving pointer to set pointer. Leading 
engine is controlled by conventional speed gov- 
ernor or other means. 
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Complete Hydraulic 


Operation Simplities 


Paper Cutter 


Sensitive adjustments of clamping pressure is 
accomplished by hydraulic system in 36 in. 
guillotine paper cutter. Knife is also moved by 
hydraulic cylinder to simplify design. Machine 
normally cuts with shearing stroke but may be 
adjusted to vertical for cutting sheet plastics, or 
notching. R. C. Eckler of Barkley and Dexter, 
Boston, Mass. designed the cutter for the F. M. 
Hill Machine Co. of Walpole, Mass. The com- BOTH HANDS must be used to operate cutter and cycle will not 


plete unit weighs 5750 pounds. repeat. This meets safety law requirements. Machine frame is cast 
iron. Hinged cover over knife holder is aluminum. 


amp control lever, - Clamp yp Clamp pressure „- Knife control lever 
d pressure adjustment i 














+- Remote control 
relief valve 








B - Mechanical interlock 
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-4 way vawe 
(Spring included, 


l (ow 
| (61. 
BI yi. 
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| rrr ir 
a T d d. 


J Sequence va/ve 

sef of 450 psi 
«—_M__ Relief valve set 
set at 500 ps... | ! at 1000 psi 


Relief valve Oran line ~ 


Dovb/le pump b : s \ Unloading valve pilot 
controlled setat 400 ps 


~~~ Reservo/r 


Clamping pressure (adjustable 75 to 500 psi) 
Cutting pressure (approx. 800 psi) 
ZZ Atmospheric pressure 


Knife and clamp shown during working stroke 


HYDRAULIC SYSTEM. Interlock blocks knife control and knife raised again before completing cut. In up 
lever until clamp lever has been activated. Knife control position small pump supplies pressure to hold up clamp 
must be held down until cutting stroke is completed. Clamp and, through sequence valve, knife, it also trips unloading 
may be applied at selected pressure several times to valve on large pump to reduce power consumed while 
smooth out paper. After clamping, stock may be nicked cutter is idle. Pumps are driven by 74 hp motor. 
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HYDRAULIC PUMP consists of two units. 1000 psi FORMER completely mechanical cutter required 183 
: S -— P pe ' 

pump feeds knife cylinder, smaller unit is regulated to give parts not needed in the hydraulic model. Lubrication and 
desired clamping pressure. Oil supply is stored in base. maintenance were also more difficult operations. 


DLL 


-Anife 
holder 


Knife 


z 


"APT 


e | 
(EDD 
BY À 


Sh 
ass 


Knife 
squaring 


adjustments 


hi 


LLLI LJ 


Z TIESHTI T 
" 
eH 

l 
| 


A 
7 


27 
EL 


5-5 


Clamp 
cylinder 


SSS oo bd ddd dd aad hs 
SSS SSeS SS SSS SSS SUS SSS SSS SSS SSS SSIS So 


ee S SLN 


N 
N 


N 


SECTIONAL VIEWS show knife mechanism. Clamp guide blocks and force knife holder and knife to left to 
must be lowered first, then, when knife descends, slide give shearing action. Machine can be adjusted for vertical 

tacts top of clamp assembly and stops downward move- cut. Illuminated, indicating tape for back gage is read 
ment of guide blocks when knife approaches paper. As through magnifier at eye level. Clamp and knife are 
knife continues down, upper sides of angular slots bear on mechanically locked in raised position when power is off. 
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Cooling. Jacket | 
Accepts Varied ! 
Look rit kine 
P eae ~--+--- 
D ( 
° . Ball back” X 
Dimensions O-ring up” 
Back-up up 
Sprin or. 
dea | 
of Tubes | 
s 
f 
Variations in dimensions of water- | 
cooled electronic tubes are compen- ( 
sated in new cooling jacket designed 
for Machlett Laboratories, Spring- | 
dale, Conn. by G. Hamlin Leonard. € 
és i à is : Lock ring, 
Finger-tip operation facilitates desir- Retainer. * ys € 
able periodic cleaning of cooling ] 
ho . . O-ring”__--- 
surfaces. O-ring gasket and internal sealing ring 
stops fix correct gasket pressure for Back-up ring” ‘ 
: i : Wrinkle sprin . 
tight seal and prevent distortion of Spiral spacer” 
anode. Because large anode area re- lube anode--"" i 
sults in high hydraulic forces when i 
cooling system is in operation, a | 










Water inlet” 
safety feature prevents release of 


tube while water pressure is applied. 
A vacuum-relief valve facilitates re- |... í : i - 
TUBE ANODE floats under lock ring to best cooling position as located by 
helical spacer in jacket. Wrinkle spring holds O-ring against anode flange. 
Water pressure produces necessary sealing action. 


moval of tube when system imposes 











a vacuum on the cooling jacket. 





Tube (with sealing ___ 
flange attached) 






Rotated counterclockwise 
from position in A” 








Inner 
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set screw) 
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ROTATION of operating ring cams stainless steel balls through VACUUM relief valve is necessary because 
holes in jacket body to contract lock ring above tube flange. Cam vacuum in some cooling systems, when shut down, 
grooves have dented notches at “closed” ends to prevent self unlock- holds tube tightly in jacket. Under vacuum, tube 
ing under lock ring pressure and vibration. Tube cannot be moves down in jacket compressing wrinkle spring 
released until water pressure has become negligible because and unseating valve. Large area of tube assures 
hydraulic load will bind lock ring axially against retaining shoulder positive unseating under vacuum yet permits 
(see above). This prevents lock ring from springing open even if strong relief valve spring for tight sealing under 
operating ring is rotated to “open” position. working pressure. 
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Alignment 


Assured by 
Split Link 


A split connecting link A is clamped 


































to outer races of bearings C after as- 
sembly of this comb box. This auto- 
matically locks the bearings in 
proper alignment. Access to the 
clamping screw C is obtained 
through lubricating plug hole in 
housing. Since the comb box is used 
on a textile carding machine, tight 
construction was desired to avoid oil 
leakage. Former designs required 
frequent adjustment due to severe 
stresses imposed by oscillations up to 
1700 cycles per min. To overcome 
these stresses a rigid housing and 
standard ball bearings were selected 
by J. C. Caldwell of the Southern 


States Equipment Co., Hampton, Ga. 


Steel Stamping 
Forms Water 
Cooler Top 


Temprite water cooler made by 
Temprite Products Corp., Detroit, 
Mich. cools 10 gallons per hour of 
80 deg F water to 50 deg in an am- 
bient temperature of 90 deg. Air 
cooled condenser is standard but a 
water cooled model is available to 
meet unusual conditions. The cool- 
ing unit is designed to prevent dam- 
age from an accidental freeze-up. 
Cooler meets National Bureau of 
j d 3 "mn j , 1 Qc nila tool vie > aC 4 iInoreace city 

Standards specifications. Sundberg- l'OP is drawn 18 8 stainless steel with PRECOOLER increases capacity and 
ib. i i anti-splash guard included in stamp- economy of system by using cold waste 
erar of Detroit, Mich. styled the . 'e T i Ga ' : 

i ing. Bubbler is designed to user's lips water to cool incoming supply before 
model, and waste water cannot contact nozzle. it flows to cooler and storage tank. 
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Table I—Characteristics of Brass Powder and Sintered Compacts 


BRASS POWDER SINTERED COMPACTS (2 


Green (4) 
Strength, 
Percent 
Weight 


Loss 


Optimum 
Sinter 
Temper- 
ature 


deg. C deg. F 


Nominal 


C. mposition 


Tensile 

Sintering Strength, 
Range lb. per 
deg. F. sq. in. 


Bulk 
Density, 
Grams 
per cc 


Flow (3) 
Seconds 
Per 
50 grams 


Elon- Weight 
gation, Loss, 
Percent Percent 


Nominal 
Screen 
Size 


Po vd I 


NO Cu Zn P deg. C 


IRREGULAR PARTICLES IRREGULAR PARTICLES 


5 — 100 36 to (1 
— 100 34 
— 100 48* 
— 100 33 to (1 
—100 33-40 
— 100 38-48 


— 100 16 to l 
— 100 33 to (1 
— 100 34 
— 100 41 


SPHI 
100 15 


RICAI 


920 
920 
900 
900 
890 
890 


2.9-3.2 0 920 
3 0 920 

0 900 

0.3 900 

l 890 

1.7 890 


0.6-0.7 900 
0.5-0.6 850 
Q* 845 
8-2 .1] 870 


920 
860 
850 
RRO 


PARTICLES 


Properties determined on —200 mesh powder only. 


1) Intermittent flow. 


Compacts pressed at 50 tons psi and sintered at optimum temp. in dry hydrogen 


Time required for 50 grams to flow thru. 


t) Arbitrary test. 


creen cage at 87 rpm 


Weight loss from 5 compacts 1 
Thus the higher the weight loss, de poorer the g 


] in. - — in Hall Flowmeter. 
! in. dia. by ] 


reen strength 


Minus sign indicates that the powder is predominantly finer than this screen size. 


in. thick compressed at 50 tsi 


1688 32,000 14 
1688 39.000 20 
1652 40,000* 30* 
-1652 36,000 14 
1634  39,000* Z2 
1634 44,000* 20* 
1688 32.000 34 
1580 6 , 000 45 
1562 39 000 42* 
1616 — 50,000 34* 


3 
$ 


PARTICLES 


I8" 


SPHERICAI 
1580 36 OOO* 


and rotated 1000 rev. ina 


Nonferrous Metal Powders 


Physical properties of brass, copper, zinc and bronze powders 


made by the atomization process. 


on brass powders. 


D. C. BRADLEY 


Market Development Division 
The New Jersey Zinc Company 


THE SELECTION of metal powders for 
the fabrication of acceptable finished 
parts depends upon the physical char- 
acteristics of the various types that are 
available and on the temperature range 
in which they can be sintered. The 
powders discussed here are: brass, cop- 
per, bronze and zinc made by the 
atomization process. 


Brass Powders 


When selecting a brass powder, the 
prospective user usually has wide 
limits of composition from which to 
choose. The actual selection is based 
upon a composition that will yield the 
fewest fabrication problems and yet 
give certain minimum mechanical 
propert ies 


diy ided 
irregular 


TYPES 
into 


Brass powders are 
two classes: Those of 
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The effect of phosphorus 


How sintering conditions affect parts. 


particle shape and those of spherical 
particle shape. The irregular particle 
shapes are further subdivided into 
straight brass powders and brass pow- 
ders mechanically mixed with phos- 
phor-copper to yield a specified per- 
centage of phosphorus. 

Irregular brass powders are irregu- 
2: masses having rough surfaces. 

Frequently they have flaky or acicular 
projections. This condition is illus- 
trated in Fig. 1. These powders are 
used in normal powder metallurgy 
fabrication using compacting and sin- 
tering processes. Their irregular sur- 
faces provide a mechanical bond in 
cold compacting. Thus, the green 
compacts have some strength to resist 
handling during removal from the 
press and placing in the sintering fur- 
nace. 

Spherical brass powders are, as the 
name implies, truly spherical in shape. 
This is illustrated in Fig. 2. Powders 
of this type are used in the fabrica- 
tion of filters where carefully graded 


sizes with controlled porosity arc re- 
quired, even after sintering. They have 
poor green strength and are usually 
held in a form or mold during :he 
sintering process. 


PROPERTIES. In Table I are shown the 
physical characteristics, sintering tem- 
peratures and mechanical properties of 
common brass powders, Since the sin- 
tered properties were determined un- 
der laboratory conditions, they give 
valid comparisons between different 
powders, rather than properties that 
can be duplicated in regular com- 
mercial runs. 


PHOSPHORUS ADDITION. The pres 
ence of phosphorus addition is most 
effective in powders having a relatively 
low copper content. For example, in 

brass powder composed of 70 per 
cent copper and 30 percent zinc, phos- 
phorus reduces the optimum sintering 
temperature from 900C to 850C. It 
also broadens the sintering range from 
20C to 40C. This factor is extremely 
important in commercial sintering Op- 
erations where control to plus 10C 1$ 
unusual. 

The effect of phosphorus addition to 
a 70-30 brass powder can be seen in 
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Table II—Properties of Specimens 


Compacting Pressure in 


Sintering Temperature (deg. C.) 


tons per sq 


[rNsi.E. BARS 
Y ield Point 
Elastic Modulus (10° psi 
Tensile Strength (psi 
Tensile Elongation (percent in ] i^ 
Brinell Hardness (10 mm ball, 250 kg load 
Density (grams per cc 


psi 0.2 percent offset 


SPECIMENS 1 in. by 1 in. by 
Shear Strength (psi 
Charpy Impact (unnotched, ft.-ll 
Thermal Conductivity 
Cal/sec ‘sq em/cm/deg. € at 75 ( 
[hermal Expansion (1075 mm p«r ( 
25 € to 100 C 
23 € to 300 C 
SPECIMENS {4 in. by 4 in. bv } in 
Flectrical Conductivity at 25 ( 
of Int’l Annealed 
Sin. dia. bv 0 45 11 
Streneth (pst. 10 1 


Percent 
MENS 


Npressive 


* Pulled through without fracture 


Fig. 1—Irregular brass powders have good green strength. 


Table I by comparing the values for 
the 1101 and 1104 has 
approximately quadrupled the ductil 
ity of the sintered compacts without 
affecting the other properties. 


sow ders. It 


In 90-10 brass powders, phosphorus 
has no marked effect on the sintering 
range or the optimum sintering tem- 


perature. But it does increase the duc 

tility of the sintered compacts. This is 

shown in Table I by comparing the 

nt elongation of 1113 powder 
that of 1110 powder. 

phosphorus additions are made 

form of extremely fine powder 
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BRASS 


15,900 i S600 
13.4 11.9 
29.100 35 3? 000 
11 3 £3 


and may segregate during shipment or 
handling operations. Shipments of 
this powder should be remixed upon 
receipt and occasionally during usce. 
This does not apply to spherical pow- 
ders where phosphorus is present as 
an alloy ingredient in each powder. 


EFFECT OF COPPER The alpha 
brasses, composed of 70 percent and 
higher copper, offer the advantage of 
better green strength, increased sinter- 
ing range, lower weight loss and bet- 
ter dimensional than the 
harder beta brasses composed of 65 


control 
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Made from Brass Powder 


90-10 BRASS 


14.100 
16.7 
28.400 
13 

49 


OUC 


| 


Fig. 2—Spherical brass powders have poor green strength. 


percent and lower copper. Thus, if a 
part is complicated or has sharp con- 
tours, an alpha brass should be used. 

Differences in tensile properties re- 
sulting from copper content are so 
small that a choice on this basis alone 
is made only when maximum strength 
or ductility is required 

The most important effects of cop- 
per are in the range and 
temperature effects and the change in 
weight and dimension caused by sin- 
tering. There is a definite advantage 
in using high copper content powder 


I 


sintering 


sintering 


because of the increased 





Table I1]l—Evidence of Sphericity 
of Copper Powder 


Apparent Density, Flow, 
Grams per cc dec. 


Number 


23 


~y 


1003 
1004 
1005 
1002 
1006 
1007 
1008 


2 C 


19 
16 
15 
18 
12 
10 


2 22 NC 
PEA A 


AA ni e e e 


wa 


range. Unless phosphorus is present, 
the sintering range is so restricted 
copper content is less than 70 
percent, that it is rarely possible to 
obtain maximum tensile properties in 
commercial sintering. When close 
control of weight loss and dimensions 
are important, high copper content 
powders have an advantage over pow- 
ders low in copper 


when 


The atomized brass powders either 
with or without phosphorus addition 
offer a wide range of colors and melt- 
ing ranges for use in brazing or spray 
coating. The beta brasses are 
widely used for brazing operations. 


gun 


SINTERING. Most sintering difficulties 
encountered in past powder 
fabrication have been related to 
moisture content of the sintering at- 
mosphere. Moisture may enter the 
furnaces with the sintering gas. It may 
infiltrate through the doors or other 
cracks. Or it may result from deoxi- 
dation of the charge or the metal 
racks. The entering gas should be 
dried and the furnace sealed as tightly 
as possible. The flow of gas must be 
adjusted to scavenge the deoxidation 
process. To insure good results, the 
moisture in the sintering atmosphere 


brass 


Fig. 3—Copper powders, being 
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spherical, are difficult to compact. 


must be held below 2 percent by vol- 
ume. Moisture content is determined 
most conveniently by an instrument of 
the Dew-Point Potentiometer type. 

Pure hydrogen yields the best re- 
sults of the sintering media. Various 
cracked gases also provide excellent 
operation. These gases give improved 
conditions with high hydrogen and 
low CO, contents. 

Superficial studies of salt bath and 
high frequency induction indicate that 
these methods of heating may open 


new fields of development. 


SPECIMEN PROPERTIES. In Table II 
are shown the properties obtained on 
various specimens made from 70-30 
and 90-10 brass powder. The tensile 
bars were ASTM standard proportions. 
This table provides data on the effect 
of compacting pressures. Physical 
characteristics that permit comparisons 
with wrought or cast metals of similar 
composition are given. 


Copper Powders 


Copper powders made by the atom- 
ization process are spherical in par- 
ticle shape. Thus, they are difficult to 
compact because of poor green 
strength. Since much of the spherical 
copper powder made is used in filters 
where low oxygen content is desired, 
these pow ders are made in two grades. 
The first grade is a pure copper having 
normal oxygen content. The second 
grade is çopper plus phosphorus hav- 
ing a low oxygen content. 

The sphericity of these powders is 
indicated in Table III where apparent 
density and flow are given. These 
powders are shown magnified in Fig. 
3. Phos-copper powder is essentially 
copper-phosphorus eutectic having 8.4 
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percent phosphorus. This eutectic 
melts at 714C. It is spherical in sh ipe 
and particularly suitable for brazing 


Zinc Powders 


These powders are also made by 
atomization and are called Metall 
Zinc Powders, so that they will not be 
confused with zinc dust, a material 
made by a different method for a dif. 
ferent purpose. Zinc powders are all 
irregular in particle shape as illus. 
trated in Fig. 4 

Zinc powders are generally not de. 
signed for powder met tallurgy fabri- 
cation. This is true principally because 
zinc powder compacts cannot compe 
economically with low cost die nd 
production. Also, zinc powder is diff. 
cult to sinter. Zinc powders are used 
for spray coating, rubber loading and 
chemical reactions. 


Bronze Powders 


Atomized bronze powders have each 
particle completely alloyed but are 
difficult to compact. Bronze powders 
without phosphorus have irregular 
particles and can be used for brazing, 
spray gun surfacing or for compacts 
where dense structures are not re 
quired, In the compositions containing 
phosphorus, the particles are spherical 
and suitable for filter designs. 


Epirors Nore: An article dealing 
with actual parts made from brass 
powders will appear in the October 
issue of PRODUCT ENGINEERING. In 
this sequel are discussed some of the 
cost savings made by specifying brass 
powdered parts to replace parts pre- 
viously made by other processes. Ac- 
tual dimensional tolerances that are 
maintained in production are given 


Fig. 4—Zinc powders are spherical but difficult to sinter. 
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Fig. 1—Arrangement of parts in assembled precision roller transmission chain. Pins 


and bushings have file hard surfaces. Sideplates are heat-treated medium carbon steel. 





Embrittlement of Roller Chains 











Fig. 2—Failures caused by color stripping 
and plating 


assembled roller chain. 


By Plating After Assembly 


Hazards incurred when assembled precision steel roller transmis- 
sion chains are electroplated. Technical Committee, Roller Chain 
Group of the Association of Roller and Silent Chain Manufac- 
turers give reasons why plating of assembled steel roller chain 
sometimes causes failure of bushings and sideplates. 


YEARS OF INVESTIGATION, research, 
and experience, warrants the conclu- 
sion that plating of assembled preci- 
sion. steel roller transmission chains 
is extremely hazardous. The Associa- 
tion of Roller and Silent Chain Man- 
ufacturers advises that the maker 
cannot and will not be responsible for 
the service of chains so plated. 

Enough nascent hydrogen, it seems, 
may be absorbed during either acid 
cleaning or electroplating to cause 
hydregen embrittlement of sideplates 
and bushings, which are under high 
internal stress from press-fit assembly 
essential for link rigidity. These parts 
may crack and split sometime after 
such treatment, the sideplates radially 
and longitudinally from the pitch 
holes and the bushings circumferenti- 
ally and axially. 

Standard assembled steel roller 
chains have been plated by many pur- 
chasers either to improve the super- 
ficial corrosion resistance of the chains 
or to change their appearance. The 
results are seldom satisfactory and fre- 
quently the chain is damaged to the 
point where it is not safe to use. 

It is impossible to plate the inner 
parts of assembled chain at the areas 
wher plating is needed for corrosion 
fesistance. A uniform covering of ex- 
ternal surfaces is seldom obtained be- 
Cause of poor electrical contact. 

The operations required to plate 
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assembled roller chain  irreparably 
damage it through hydrogen embrittle- 
ment. The exact explanation of the 
mechanism of hydrogen embrittlement 
is still a subject for argument, but it 
is well known that hardened steel 
under stress will crack if subjected to 
nascent hydrogen originating through 
corrosion, acid cleaning, and electro- 
plating. The hardened steel main 
spring in a watch will give years of 
service under normal operating con- 
ditions. But prompt failure will fol- 
low any attempt to acid clean or to 
electroplate a wound watch spring. 

The steels required for and the 
stresses purposely introduced into the 
assembled parts of a roller chain are 
similar to those in the wound watch 
spring. Similar failures may be ex- 
pected if stressed parts of roller chain 
are acid cleaned or electroplated. 

Roller chain is constructed as shown 
in Fig. 1. To provide the strength 
required for normal service, the side- 
plates are commonly made from me- 
dium carbon steels heat-treated to 
Rockwell "C" 40-45. For wear re- 
sistance the pins and bushings are 
carburized and heat-treated to pro- 
duce a file hard surface. 

Bushings and pins are retained in 
their respective sideplates by press fits, 
which must be great enough to pre- 
vent any movement between these 
fitted parts in service. The required 
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resistance to movement is not obtained 
until the press fit is sufficient to cause 
the steel around the pitch hole of the 
sideplate to be slightly deformed plas- 
tically. 

Sideplates and rollers of standard 
roller chains are usually oxidized 
(colored straw, blue or black) to pro- 
vide an attractive appearance and some 
resistance to superficial rusting. It is 
not possible to apply a satisfactory 
plate over this oxide layer. Although 
the layer can be removed in inhibited 
weak acids, there is grave danger that 
enough hydrogen will be evolved to 
make the steel so brittle that the side- 
plates will crack or split and the bush- 
ing will crack or break down circum- 
ferentially. 

In the electroplating process, the 
object to be plated must be the cathode. 
Even under carefully controlled con- 
ditions, enough nascent hydrogen will 
be evolved and absorbed by the steel 
in the assembled roller chain parts to 
cause embrittlement. In Fig. 2 are 
shown typical failures that result from 
the operations of color stripping and 
plating. 

Cracked sideplates cannot support 
normal service loads, therefore, under 
such loads the chain may break apart 
completely. Cracked bushings will 
break up under normal service and 
repaid wear will result. 

Experiments undertaken to study 
the exact mechanism of hydrogen em- 
brittlement have proved that roller 
chain parts of the same analysis, metal- 
lurgical characteristics and mechanical 
fits will not always fail when electro- 
plated »nder the same test conditions. 
But failures occur often enough to 
conclude positively that electroplating 
of roller chain is not a safe practice. 
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A NUMBER of bimetal shapes. 


Bimetal parts can be used to establish electrical 


contact, or 


apply load or control force 


Thermostatic Bimetal 


Thermostatic bimetals for controls. Functional applications showing 
uses, load and deflection formulas and time response characteristics. 


ERNEST R. HOWARD 


Ihe H. A. Wilson Company 


MANY MACHINES, electrical. products 
and instruments owe their good health 
to a small bimetal part designed to 
safeguard them against the occupa- 
tional hazards of their trade. Properly 
chosen for certain electrical or me- 
chanical properties, this simple, cheap 
element often can outperform a more 
complicated control device. 
Thermostatic bimetals, used in con- 
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trols, do their jobs by deflecting or 
by exerting a force when they are 
heated either by the medium that 
surrounds them or by an electric cur- 
rent flowing through them. 

In practice, bimetal strips are made 
by bonding heavy plates of the com- 
ponent metals and then hot and cold 
rolling the assembly to finished size. 
Cold rolling determines the final phys- 
ical properties of the strip. Any sub- 
sequent heat treatment usually is for 
stress relief only. If a finite value 
of electrical resistance is required, a 


Propuct 


third strip may be sandwiched in. | 

Bimetal materials are picked tor 
their temperature characteristics 
strength, stability, heat conductivity 
electrical resistance or workability 
Brass and invar make the cheapes 
bimetal, but cannot be used above 30! 
F. For use at higher temperatures 
up to 800 F, a stainless steel ( usually 
an iron-nickel-chromium alloy) re 
places the brass. = 

As shown in Table I, bimetals wil! 
operate over a fairly wide range 0! 
temperature depending on the com 
1948 
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inv | |] J ) 
All steel 100 700 | 
All steel 10 00 | 150 
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í The first column gives 
the useful deflection range and the 
second column the range of maximum 










temperature response 
FUNCTIONAL USES 
l temperature-deflection proper- 
ties of bimetal are used for (1) Tem- 
perature indication, (2) temperature 
control, (3) temperature compensa 






nd (4) sequence control, 
| temperature indication, bimetal 







may made in a spiral coil or helix 
The free end of the coil rotates around 
its fixed center when temperature 






chanves If a 





scale IS 





temperature 
ttéc to the coil, the result is a simple 







thermometer. Bimetal thermometers 
are | for temperatures from —100 
to 1.000 F and some deflect as much 
85 5 angular degrees per degree F. 

Fi temperature control, bimetal 
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Co ! ! 
Tri metals | 0) () 
F metal 100 to 700 0 
Tri metals | OO 70O SO to 
Tri m tals 10 700) sO ¢ 
Tri metals 100 OO Ot 
Tri metals 100 to 700 *0 1: 
Tri metals 100 t 700 SA) t 
Tri metals 100 t 700 sOr 
Tri metals 100 1 700 <0) 
Tri metals 100 to 700 sA) 
Tri metal 100 to 700 sO to 
Trin 100 to 700 SO to 
Trin tals 100 t s00 SO to 
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Table I—Bimetal Constants Used in Load and Deflection Equations 


0009150 0 0907 25 


a) 0 0000135 0. O000U! 


0000130 0 090 


) 0 0000214 0 00001 $] 
$50) Q 0000154 { ) 670 
$50 0 000014 0 0000973 730 


0000122 0 0000061 610 
) O0 0000132 0 00000 H6H0 
K) 0 0090090 0 0000045 $15 





000010 OQ 000005 310 
) 0 009009 0 0000045% 460 
) © 000003 0 000001% 150 


0000092 QO 000004 150 
0000100 0 0000050 


0000104 0 0900052 


)) () s00 





K) 0 0000100 0000950 ] 
300 0 0000145 0 0000074 320 
OO Q 0000144 0 0000072 720 
300 Q 000014 O 0000075 730 
300 0 000014 O 0000073 730 
00 0 0000144 0 0000072 720 
:00 0 0000146 0 0000073 730 
:00 O0 000014 0 0000075 730 
300 OQ 0000145 O 0000074 740 
300 O 0000150 0. 0000075 750 
500 O 0000150 O 0000075 750 
300 O 0000150 0. 0000075 750 
300 0 0000144 O 0000072 690 
50 O 0000214 O 0000107 SE 
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usually is used as a part of an electric 
circuit supplying power to a fan, 
heater, valve or other piece of equip- 
ment. The bimetal, usually in strip 
form, deflects through a certain dis- 
tance and opens or closes the circuit 
A domestic room temperature thermo 
stat is a typical example of this type of 
operation. 

In temperature compensating de 
vices, bimetals are used not for tem 
perature control, but to correct another 
system variable. One example is an 
automatic choke for an engine, in 
which the proper air-fuel ratio varies 
with temperature Here a bimetal 
coil, subject to the temperature of the 
intake air and receiving some heat 
from the engine, positions a butterfly 
valve which controls the volume of 
intake air so that the proper air-fuel 
ratio is obtained for any temperature 
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70.090.090 0. 0009 $ y 
100.000.000 0 00057 10 SN() ) 
100,000,000 0 00095 S sO OOO 





6.000.000 0 
000 . 000 U 
100,000 


001 60) $4 
00055 £9 ` 
0009? 540 : XX) 


000 Ü 





100.000.000 OQ 00077 $50 ). 000 
100,000, 000 OO OO0054 INS SNO 000 
32 000,000 0. 00057 30 540 O00 









16,000,000 0 00067 5 Sé 000 
^, 000.000 0 00051 $() 60 000 
100.000.000 0 00025 135 SNO O00 


100.000.000 O 0005s iC S20 000 
100.000.000 0 000 +70 SNO. O00 
100.000.000 O0 000^. <5 580.000 





104.000.000 0 000! N 10.0 
70.000.000 0 00094 N35 £10.00 
100,000 ,000 0 00051 530 580.000 
100.000.000 | 0 00092 540 580.00 
100.000.000 O0. 0009? 540 580,000 
100,000,000 0 00091 530 S50. 000 
100,000 , 000 0 00092 540 =80 000 
100,000 ,000 0 00092 540 «0.000 
100,000, 000 O0 00094 545 40.000 
100,000 , 000 0 00095 S55 «0.000 
100,000 , 000 0 00005 S5 3NO O00 
100.000.000 0 0009 S5 S80). 000 
96 . 000.000 0 0009] 510 ) 000 
76, 000 O00 O 0013 O) $40) OOO 








Bimetal can be used to correct the 
output of equipment affected by tem- 
perature change. One example is an 
automotive or vibrating contact type 
voltage regulator. Voltage regulation 
is obtained by letting an armature and 
solenoid, impressed with battery volt- 
age, control the generator field current 
As battery voltage increases, the pull 
of the solenoid, tending to separate 
the armature contact from a stationary 
contact both in the generator field cir 
cuit, this action 
generator output. Unless the armature 
is made partially of bimetal, voltage 
regulation cannot be maintained when 
the solenoid copper heats or cannot be 
over-compensated so that 
higher cold weather charging is ob 
tained 

The fourth of the general uses of 
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increases ; decreases 


de sirable 


( continued } pa 
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Table II—Typical Bimetal Applications 
RESPONSE DUE TO RESULTS OBTAINED 


Auxiliary | Internal re atur 
Heating | Heating nd ol ratur mpen- Time Current | Sequence 
101 peravurs Delay Limita- Cont: 
tion 
CIRCUIT CONTROL AND 
PROTECTIVE DEVICES 
ice Cord Cont 


it Breakers 


cent Lamp 5t 
i Cutout 
tor Starting Rela 
ner ( ontr« 
id Cutout 
id Relays 
ıl Relays 
ntr 
il Cutout 
lime Delay D 


PG) PM PS OS) S| 


P| PS) S| P| "^ 


ltage Regulator 
MECHANICAL DEVICES 
c Choke 


4) Sd] Sd] bd] Bd] Bd) OM] BM) 4) P61 OS) PG] PS! PS) PS 


DEVICES 


P| PS! 


Dr 

Electric Coffee Ma 
Electric Flat Iro 
Electric Heater 

Electric Soldering Iror 
Electric Waffe Irons 
Electric Blankets 
Electric Toasters 
Exhaust Manifold Heat ( 
Furnace Stack Controls 


9| »4| »^i| »&| »4| 94 9^ ^ 


Gas and Electric Over 

Gas and Electric Water Heater 

Gas and Electric Range 

Gasoline Car Heate: 

Heating Pads 

Hot Beds 

Hot Plates 

Hot Water Limit Switc! 

Ironing and Pressing Machine: 

Immersion Heater: 

Orchard Heater: 

Refrigerators 

Roasters 

Sterilizers — 
INSTRUMENTS 

Alarm Devices 

Altimeters 

Bulb and Bellows 

Demand Meters __ 

Electrical Condensers 


Electric Fire Detector Clocks 


f 


Pl Os) Ot) PS) 4) OS) | PS) »* 


PA »^ 


X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 


PA) Al PA P| S| oS 


Liquid Level Gauges 
Meteorological Devices 


5 


Pressure Gauges 

Stoker Timers 

Temperature Gauge 

Thermometers ) 

Thermostats X X 


Thermocouple Pyr : 
Thermocouple Pyrometers — — — —— X — LLL 














Table III — Load and Deflection Formulas for Bimetal Shapes 


Spiral 
or 


Helix 





A=C TL 





M = XTwt? 






b 
S a —9 









































- KT i= ZKT (a? + nRa +2R?) IKT 
——(b*—a? INN dr = ——R?2(1 -— cos B) 
t t 
" + 4R2°+2ab+2nRb) | /fR=O,d= 2KTa* — KTI? dr = 2KT R*(B — sin B) 
t 





— 
2KT p? (sin B — B «os B) 
t 





Reverse Welded 


dy = ZKT R2 (B sin B + cos p — 1) 
t 













2KT 


dr = ——R?(1 —cos B) IRI 
t 


d = —(a- + nRa + 2R?) 
t 









ha SAT R2(B — sin B) 












KT 


g = os 






> + 21Ra + 27tR2) (a= + 4nRa + 4nR2) 








dy Z= c— 


KT Washer 
dy — 41 ——R? d= (a2 + 3mRa + 2R?) 
t t KT 


3 d = ——(D2—H?) 
: 4t 















KT 














Disk 


d= AT pz 
— 4t 
\ - 












T thickness, in. — deflection of free end, in A — angular rotation, deg. 
w = width, in. p = pull, oz. at free end B = angle, radians 
zz L = length, in. M — torque, in oz.-in. 0 — change in slope, radians 
2 T = temperature change, deg. F. 
— 
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bimetals is sequence control, where 
deflection of the bimetal is produced 
by auxiliary heating. Some relays use 
bimetal elements. If, for example, a 
time sequence of electrical operations 
is wanted, several bimetal strips can 
be used to open or close circuits. The 
bimetal strips are heated with wire re- 
sistors wound around them or by cur- 
rent passing through them. 

Another fairly recent sequence con- 
trol is the electric circuit breaker, The 
modern bimetal circuit breaker for 
domestic or industrial panels is the 
same and looks like an ordinary 
toggle switch. In fact, it may be used 
as a simple switch. The load current 
is carried through a short strip of 
bimetal about 13 in. long, through a 
length of copper braid and through a 
pair of contacts. As current flows 
through the bimetal it heats the bi- 
metal, causing it to move slowly until 
it trips a spring loaded latch, breaking 
the circuit between the contacts. The 
latch is so calibrated that bimetal mo- 
tion caused by 100 percent load will 
never be enough to trip while that 
caused by 125 percent load (or cur- 
rent) will trip in less than one hour 
when heated by overload current. 
Many circuit breakers use trimetals 
graduated resistance metals. A 
single circuit breaker design may be 
adapted to several currents by using 


$size 


or 


a trimetal with a different electrical 
resistance for aa current rating. 


Most bimetals have nearly the same 
temperature deflection rate and the 
same FPR heating product when used 
at their respective capacities. If a cir- 
cuit breaker is designed for 15 amp 
using a trimetal having an electrical 
resistivity of 440 ohms (sq mil-ft), 
the same unit can then be used for 
other ratings from 20 to 50 amp by 
using trimetal elements whose elec- 
trical resistivity runs from 245 to 39 
ohms (sq mil-ft). 

In Table II are listed industrial 
and consumer products that use bi- 
metal elements. 

DEFLECTION 


LOAD AND 


Bimetal can be formed into many 
shapes. The picture appearing on page 
106 shows a few of these shapes. Load 
and deflection formulas for common 
shapes are listed in Table III. These 
assume that the width of the element 
is constant. For shapes not shown, the 
deflection of the element and the 
force it can exert when heated can be 
calculated. 

The change in curvature of a bimetal 
with change in temperature ts 
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where 
p. l 
R, is the original curvature and R is the final 
curvature 
T, and T7; are the original and final tem- 


peratures in deg F 
t as thickness in in. 
F is flexivity in in. per in. per deg F 


For most bimetals, F is 11 times the 
difference in the thermal coefficients 
of linear expansion of the low and the 
high expanding metals making up the 
bimetal. The deflection of any ele- 
ment can be found by using Eq (1) 
and setting up the linear or angular 
deflection equation for the element in 
terms of the physical dimensions of 
the element and then integrating over 
its length. In practice, cross curva- 
ture and method of mounting of the 
element may have some effect on actual 
deflections, but these effects are not 
too important and are not included in 
the formulas given 

The force a bimetal element can 
exert 1s equal to the force that must be 
applied at a point on the element to 
produce a deflection equal and op- 
posite to the thermal deflection. As 
an example, the cantilever element 
shown in Table III has a thermal de- 
flection of 

KTI? 


The deflection for a cantilever beam 


caused by a load P at the end 
of the beam is PL?/3EI. For a rec- 
tangular element J = Wf*/12, so d = 


4PL*/EW't*. 


solving for P, 


Equating deflections and 


KEW? E 


, NE | 


Letting A = 4KE and expressing P 
in ounces instead of pounds, P — 
ATW't?/L, which agrees with the 


formula shown in Table III. The load 
applied by other shapes can be calcu- 
lated in the same way. 

The constants K, A, B, C, X and Y 
used in the formulas, are listed in Ta- 
ble I for a number of bimetals. For 
other bimetals these constants may be 
computed if flexivity and modulus of 


History records many early uses of piping systems but it does not go back 
far enough to give the time or place of the first use of such tubes. 
the earliest mentioned uses was a crude tile system built into an Egyptian 
While cast iron pipes were in use in France 
by the year 1685, the early settlers of the United States did not have the 
materials or facilities for pipe production. 
were using bored, pine logs for their water carriers. 
1825, when Cornelius Whitehouse invented a method of manufacturing 
pipe by drawing a strip of hot metal through a die to form a whole length 
of pipe in one operation, that strong pipe could be made rapidly ind 


temple some 5,000 years ago. 


economically. 
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elasticity are known, from 





K = 0.5F B — 41 
C = 126.6K XV = 2.944 
{=4KE Y = 0.02321 






There usually is a time lag involved 
when a bimetal is immersed in a 
medium at a higher or lower tempera- 
ture. The lag depends on the speed 
with which the bimetal unit moves to 
a position corresponding to equilib- 
rium temperature. Time of lag is 
a function of the ordinary laws of 
heat transfer and may be dependent 
on mass, surface, electrical character- 
istics or shape of the bimetal and on 


















the characteristics and velocity of the 
surrounding medium. With convec- 
tion heat transfer, response is fast 






with thin bimetal and a high velocity 
surrounding medium; with heat trans- 
fer by conduction, speed depends on 
using heavy bimetal with high heat 
conductivity; and when transfer is by 
radiation, speed is a function of the 
area-mass ratio. 

Where a long-time lag is desirable 
as in a time delay relay, the bimetal 
should be shielded from the heat 
source. One of the most satisfactory 
ways of obtaining short time and tem- 
perature lags is to heat bimetal strip 
or part by passing current through it 
This gives practically instantaneous 
response. 

In contrast to the time lag involved 
before the bimetal takes up a deflected 
position corresponding to equilibrium 
temperature, there is zero or near zero 
difference between the actual defle 
position of a bimetal unit and its hon 
retical deflected position at any one 
temperature. Whatever the instanta 
neous temperature of the bimetal strip 
may be, the deflected position cor- 
responds to this instantaneous tem- 
perature. i 

Carefully conducted tests on bimeta 
coils immersed suddenly in heated oi 
have shown this lag, if it does exist 
to be less than one tenth of a second 
Short circuit tests on bimetal circuit 
breakers have shown it to be less than 
one half cycle on 60 cycle alternating 
current. 
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In the 1750’s the Colonists 
It was not until 
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Shear stress 
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circular bar 


when the maximum stress does not exceed the elastic 
a circular section bar when the maximum stress does exceed the elastic limit, together with the 


Portion of. 

Circular. 
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Shear stress 


v 
or apparent 
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limit. 


(B) 


“apparent” stress required to support the same torque. (C) Residual stress distribution when the torque. is removed from a 


circular section bar after loading to produce the (B) stress distribution. 


(D) Real and “apparent” stress distribution graphs 


in a bar of circular cross-section when subsequently loaded to a less extent than occurred during the presetting operation. 


Torsion Bar Springs 


Basic formulas for stress distribution, energy storage, spring rates 
and the load capacity. Material selection and heat-treatment. 


DONALD BASTOW 


Assistant 
W. O. 


Bentley, Consulting Engineer 

THE TORSION BAR and the coil 
spring are different outward forms 
of spring in which the stressing of 
the material is quite similar. Al- 
though the methods of applying the 
loads are different, the splined or 
serrated ends of the torsion bar 
through which the torque is applied, 
orrespond closely to the "dead" coils 
it each end of the coil spring. At pres- 
ent the coil spring is by far the more 
popular form of the two, but there is 
no fundamental reason for this empha- 
sis. The torsion bar shows definite ad- 
vantages in some applications. For in- 
šance, when applied to vehicle 
Suspensions, unsprung weight is re- 
duced and the twist applied to the 


vehici structure by unequal wheel 
loads can be lessened. The spring 
weight for a given energy storage is 
reduc | for a given endurance. The 
‘orsion bar is sometimes easier to 
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apply, for instance, where there is no 


convenient abutment for the frame 
end of a coil spring. 
STRESS DISTRIBUTION 
For deflections producing skin 
stresses below the elastic limit the 


stress in any part of a circular torsion 
bar is proportional to its distance from 
the center of the circle. This is repre- 
sented by the graph, Fig. 1(A), 
a circular section. 

Presetting is sometimes done as the 
last operation after shot peening or 
reeling (an operation producing the 
same surface condition as shot peen- 
ing, by rolling with hard steel rolls 
or wheels), if used, to increase the 
allowable maximum stress or fatigue 
life of a torsion bar. Deflection of the 
bar is carried, during the manufactur- 
ing process, to a point where the elas- 
tic limit is exceeded in the fibers for 
some depth into the section. Then 
stress distribution is indicated diagram- 
matically by Fig. 1(B). Removal of the 
applied torque does not then result in 


for 
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return to an unstressed condition, but 
a stress distribution as shown diagram 
matically by Fig. 1(C). Subsequent 
deflection to an amount less than that 
given during the presetting process 
gives a stress distribution as indicated 
in Fig. 1(D) by the full line. The 
dotted line indicates the apparent stress 
that would exist to support the same 
torque if presetting had not been per- 
formed. 


ENERGY STORAGI 


Consider a round of diameter d in 
and length / in. subjected to a torque 
of T lb inch. The volume is (z/4) 
(d*lin.?). Reference to data panel A 


in Table I shows that the maximum 


shear stress f. in psi 1S 
, _ 16T | 
: -— 


and that the deflection (angle of 


twist) @ in radians is 
TI 2f 


Gd , 


ux zd*G 
The shear modulus G is usually taken 
as 11.5 & 10° psi for steel. Work 
done in producing a deflection is TA/2 
within the elastic limit. By substitu 
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Table I — Formulas for Torsion Bar Springs ç 





(A) SOLID CIRCULAR 
SECTION 


Section Modulus: Zz 


16WL i 
Stress: f, — —— psi 


TT ds 


Load, W lb 
Effective Lever Length, Z in. 


Torsional Moment of Inertia: 
rdi 
; == 


Angle of Twist: 8 


Af) 


Gd 
Torsion Bar Effective Length, 2 in. 
Shear Modulus, G psi 


Angle of Twist in Degrees is 57.3 6 


wd4 
Spring Rate = —>— lb-in. per radian 


Spring Rate HG l 
at End of Lever = T3 13 lb per in. 


2 


Energy Storage = = in.-lb per in.? 
" 4G 


tion, the work done, = 2 is 
TO ue) ey >) = d*fe?l 
- ( 16 Gd 16G 


and the work per unit volume P, 
T) 2f,l ) ) i) 
te 16 (5 (z (3 
1 in.—]b per cu in. (4) 


It can be shown that in the ideal 
leaf spring the elastic energy stored, 
assuming circular bending of the 
spring leaves, is given by the expres- 
sion. f?/GE, where f is the maximum 
surface stress in psi, tensile or com- 
pressive, and E is Young's Modulus, 
usually taken as 30 X 10° psi for 
steel. For equal stresses, the ratio of 
energy storage, torsion bar to leaf 
spring, is thus 3.91 to 1 for steel. 

Robert Schilling in the SAE Trans- 
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(B) HOLLOW CIRCULAR 
SECTION 


Outside 
Diameter, 
D in, 


Ee side 
iameter, 


d in. 


t — 4 
Section Modulus: Zr = -E a 


16 WL 


po ay 
- [ D | 


Load, W Ib 
Effective Lever Length, / 


Stress: f, = 


Torsional Moment of Inertia: 
J = T(D*! — dt) 
= z 


— WLI fal i 
Angle of Twist: 0 = JG ^ GD radians 


Torsion Bar Effective Length, / in. 
Shear Modulus, G psi 


Angle of Twist in Degrees = 57.3 6 


m(D4* — dt)G 


Spring Rate = 32] 


lb-in. per radian 


Spring Rate at End of Lever 
. T(D* — d1)G 


—€ —M |b per in. 
32/L2 p 


D2 + d? 


D2 ) in.-lb per in.3 


f,2 
Energy Storage zi 


actions, 1946, p 367, gives as normal 
values for energy storage the values 
shown in Table II. It is interesting to 
note that these values correspond to 
the nominal or apparent stresses in 
Table III, which are obtained by using 
the formulas of f,?/4G and f?/6E 
given above. 

As the difference between coil and 
torsion bar springs, for equal stresses, 
should be affected mainly by the cor- 
rection factor, the correction factor 
might be deduced to be of the order of 
1.12 to 1.20 in normal practice. This 
would correspond to a ratio of 7.25 to 
11.6 for mean dia to wire diameter. 


DAMPING 


Damping in a suspension system 
may be caused by stress hysteresis in 
the material, friction in the suspension 
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(C) ELLIPTICAL SECTION 


Section Modulus: Zr — ——— 
16WL 


, 7.9 psi 
m&d“ 


Stress: fs = 


Load, W lb 
Effective Lever Length, Z in. 


Torsional Moment of Inertia: 
n rd, 3 do? 
l6(d47?-4- d27) 


16WLI(. 
Angle or Twist: 0 = 
ngle or 1wi rdi? RIG 


f l( 1,7 -+ do?) 

x radians 
dy-deG 

Torsion Bar Effective Length, / in 


Shear Modulus, G psi 


Angle or Twist in — =! 
° Td|' 
S ate — 
Spring Rate l6 (4, 
Spring Rate at End of Lever 

ow. 1d ,3d93G T $ 

16/2 (di?--ds3) V. 

di? o- d»? 


" _ f? 
Energy Storage = E qe 





mechanism or springs, or added fric- 
tion or hydraulic damping. The first of 
these is too small to provide the damp- 
ing required, and reliance must there- 
fore be placed on the other sources. 
(For more extensive information on 
the subject of hysteresis, see “Elastic 
Hysteresis in Crankshaft Steels,” by 
Dr. Dorey, Proceedings of the Institu- 
tion of Mechanical Engineers, 1932, 
Vol 123, p 479.) 

Because the static value is higher 
than the moving figure, friction is bad 
in a vehicle suspension. Variations in 
load, plus or minus, up to the static 
friction values cannot cause movement 
of the spring; therefore they must be 
passed on as "shocks" to the object 
suspended. High static friction in ? 
vehicle suspension gives a bad “boule: 
vard” ride. For most vehicular applica 
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Six Types of Cross-sections 








) SQUARE SECTION 





(E) RECTANGULAR SECTION (F) EQUILATERAL 


TRIANGULAR SECTION 












D 





| Longer Side, 
I8 in: 









——4-— 
Shorter Side, 


D in 


Side,d in 


= 




































Section Modulus: Zi KoBD- 
Values of Ke from Graph or from 
St. Venant’s Approximation 










n Modulus: Zr = 0.208243 Section Modulus: Z3 





































: a l OWL . 
WL Ko: — i 
- 0208243 P*! ^  3(104-0.6 D/B) Stress: | ps P9 
Sm: 45 n Load, W Ib 
ad, W Ib 2 , KBD? 


(at middle of 
long sides) 


I oad, W lb 


Effective Lever Length, Z in. 


Effective Lever Length, Z in. 







fective Lever Length, Z in 






Torsional Moment of Inertia: 











4 





sional Moment of Inertia: / — 0.14064t 


4 
V 


Torsional Moment of Inertia: J oa qn Di 0.02164D4 


R 7 B38 D3 









eof Twist 




























WLI 







WLI 1482 £l . Values of K, from Graph or from Bach’s Angle of Twist: -= TADIG 
) = 0.140641G -— u^ radians Approximation for Values of B/D < 6/1 "31 : 







46.2W LI — 2.3f.l 


6.5 
l ie: DiG GD 


^ E REPE me MOM Cur sa ee 
3.645 — 0.06 B/D pproX 60 — (B/D) 


Angle of Twist: 


3 WLI -H(& yes D? 
GK4(B3D93) / (B - D2) G\ Ky B-D 

Torsion Bar Effective Length, Z in. 

Shear Modulus, G psi 

Angle of Twist in Degrees — 57.3 6 

Aue lb-in. per radian 

fr. m 

Spring Rate at End of Lever 


i , ; . radians 
rsion Bar Effective Length, 2 in. Ki = 






ear Modulus, G psi Torsion Bar Effective Length, / in. 


Shear Modulus, G psi 


ngle of Twist in Degrees = 57.3 8 2 
- Angle of Twist in Degrees — 57.3 0 

















0.1406d4G i 
ng Rate = =E _ Ib-in. per radian 


l 


nm y GD+4 i 
Spring Rate = 621 lb-in. per radian- 





Spring Rate = 
























‘Base se ndi of Lover Spring Rate at End of Lever 










183 D3G GDt 
6 KıB8 DÌG iaia 
0.1406d4G = mmi jh pe 75775 |b per in 
— Ha  perin. L:(Bz3-pz)j Pb Per in. 46.21L? 


Energy Storage 

u 73 608?D -- 60D3 — B3 — BD? 

E 297B2D + 356.4BD2 + 106.92D3 
in.-lb per in.? (approx) 









9 





Energy Storage 





[2 $ 75G" -Ib per in. 
ry Storage — -in.-lb per in.3 


dias 
6.48G 











dons damping, generally hydraulic, is compels reliance upon an outside se f 
necessary to obtain the best results. source for damping spring action. able II—Energy Storage 
Damping is always a compromise 
There are many different methods of TYPES OF TORSION Bars — IE" 
applying damping, as evidenced by e Form of Spring lenin 
hydraulic damper performance curves. Variations are possible both in the Pa : itane 
Plain, equal up-and-down damping shape of the cross section of the  Leaf.. 300-450 
without much velocity build-up is the — torsion bar and in the use of simple, Helical Round Wire Coil 700-1 , 100 
nearest equivalent to friction deci “double back,” or “in parallel” va- Torsion Bar. 1,000-1,500 
out without the static friction. "The  rieties. Solid or hollow round, solid Volute à 500-1 ,000 
sprung -body, inertia-controlled damp- square, rectangular, triangular or el- Rubber Spring in Shear 2000-4 ,000 
Ng represents the other extreme. liptical cross sections are covered by 
Damping should always vary with formulas given in Table I. 2 
the usc; and, ideally, with the user. In general, two methods of "dou- Table III—Computed Nominal or 
No ha:d and fast rules can be given. ling back" have been used. The Apparent Stresses 
The type of spring, body to be sprung bar and tube method of Vauxhall erts A 
ind type of loading must be weighed. Motors Ltd. (English member of Form of Spring Max. Stress, psi 
Absence of static friction in the General Motors) used in their car yo; 124,000-151,000 


m bar itself, as compared with front suspension is shown by Fig. 2 Helical Round Wire Coil.. 95,000-125,000 
he lea! spring, does allow a better and Fig. 3 (a), (b). In this con- Torsion B » $45: 

"i ° . . . orsion ar.. sao ,000- , )00 
ide to be obtained. But, it also struction part of the required deflec- 





> 
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tion is obtained in the solid torsion 
bar and part in the encircling tube 


that takes the torque back to the de 
sired anchorage point. The suspensio: 
action 1s modified by the mechanism 
described by (A), (B). The 
oil spring shown softens the spring 


Fig. 3 


action in mid range but stiffens it at 


second construction 1s 
the parallel torsion bar method used in 


the German Panzer Mark VI tank 
and also in the French Dyna-Panhard 


either extreme 


} 


car valve return spring. This latter 
is the simpler form of the two, Fig. 
t (A). (B). and consists of two par 
allel torsion bars. These are coupled 
together at one end by a connecting 
bar Torque S applied at the op- 
posite end of the first bar, while the 
end of the second bar is anchored. 


The 
and 
sion bar to the other at the expense of 
slight bending in both torsion bars 

In the German Panzer Mark VI 
the only difference was that the con 
necting bar was pivoted to the tank 
hull The 


torsion bars were re spectively anchored 


connecting bar transfers torque 
angular deflection from one to: 


other ends of the two 


and connected to the lever feeding 
in. the torque caused by the load on 


the appropriate wheel. In the Dyna- 


Panhard the connecting bar is free 
This latter design is ingenious also 
in that the combination. of the two 


parallel torsion bars serves as a spring 
an arrangement pos- 
sible and only 
smallest amount of overlap usual be- 


' 1! 
for both valves 


justifiable 


tween internal combustion engine in- 
let and exhaust valves 

The arrangement 
man KdF car is another compound 
design. Instead of having the torsion 


bars in series, they are in parallel. A 


used in the Ger- 


with the 


number of square or rectangular sec- 
tion bars are nested together and op- 
erated at one end by a lever connected 
to the wheel and anchored at the other 
end. Again, some slight bending is 
imposed on the torsion bar, but it is 
not serious in its effects as compared 
caused by the torque. 

demonstrated by an 


with stresses 
This can be 
example. 

CALCULATIONS 


COMPOUND BAR 


Assume the nest consists of four 
torsion bars; that the sprung wheel 
load is 700 1b, and that the lever arm 
is 16 in. long, and that the normal 
stress is to be limited to 70,000 psi. 
The total torque is 


1 


16 X 700 = 11,200 lb-in 


which implies 2,800 lb-in. per bar, 
and reference to the formulas in Table 
III shows that where f, equals stress 
in psi, T equals torque in in-lb and 
the sides are d in. wide. 

r 


0.20824 


from which 


2,800 


— = 0.1922 
0,000 > 


) 


0.2082 


and that therefore 4 equals 0.576 in. 
The center of each bar is therefore 
0.4075 in. from the rotation center. 
If we assume a normal deflection of 
7 in., then 16 equals 0.4375 ra- 


dians, and 


)4375 2.800 X | 

~ (1406 0.5765 X 11.5 X 10°’ 
and / = 0.4375 & 0.1406 & 0.5764 X 11.5 X 
10° = 28 in. 


each 


t 


The deflectioa of thc 


end of 





Fig. 2—Bar A and tube B in the phantom view show a proved method of "doubling 


back" to shorten a torsion bar spring. The 1946 Vauxhall front springing differs 
from the 1938 design (shown) only by a modification of the oil seal. 


114 





Propuci 





bar of the nest is 0.1783 in. at 45 deg 
to the sides of the square, or 0.1 6 
in. perpendicular to each side. Re. 
garding each bar as anchored at each 
end and equivalent therefore to two 
cantilevers: 

te a 0.063 = - 

2 3 LI 

where W is the load in lb required 
to produce the deflection in question, 
and therefore 


W = 0).0¢ 3 4». (3) ug 
19.1 Ib 
Now 
d 0.1922 
Z=- 


for bending, as Z, equals 4^,6 and, 
from above, d equals 0.1922. TI 
bending moment is 19.1 » l4, and 


the bending Stress IS 


19.1 X 14 X í 
0.1922 


= 8.350 psi 


or about 12 the shear 
stress caused by torsion. 

In dealing with bars in series, the 
main point to remember is that thej 
are all subjected to the same torque, 
and the total deflection is obtained 
by taking the arithmetic sum of the 
individual ones. For bars in parallel 
it is the angular deflection that is the 
same for each bar; and the torques 
contributed by each are then 


up to give the total torque. 


} ercent ol 


added 


SELECTING THE MATERIALS 


The factors affecting choice ot a 
material are its elastic and fatigue 
limits, its shear modulus, its specifi 
gravity and its cost. For steel, an 
energy storage of 1,500 in-lb per lb 
implies a maximum stress of 140,00 
lb per sq inch. Steel is practically 
the universal material for torsion bars 
(neglecting for the moment the pos- 
sibility of rubber achieving much 
greater popularity). Presumably this 
is because of its high energy storage 
and its cheapness per pound. Alum! 
num alloy, for instance, at a stress 0! 
27,000 psi, with a shear modulus 0! 
3.7 x 10° psi and a specific gravity 9! 
2.8, has an energy storage of 45" 
in-lb per pound. The stress quoted 
is little more than a guess, as the 
author has no experience at all in th 
use of such a material and is no 
aware of any endurance test results 
that would justify such a stress Even 
so, the energy storage is only betwee! 
33 percent and 50 percent of that 9! 
steel, per pound, and cost per poune 
of aluminum is certainly greate: 
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Fig. 3 


Stiff precompressed coil spring modifies action of the torsion members shown in Fig. 2 
of coil spring and toggle lever are in line. 






Cross section 
of damper 
through A-A 
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2. (A) Under normal load the axes 


(B) When torsion members are twisted, which moves the spring and toggle lever 


out of line, the precompressed spring exerts a twisting effect of its own, thus changing the load on the torsion members. 





The Autocar, London 


Fig. 4 


Another considerable 
to the use of steel is 
experic nce 


inducement 
the wealth of 
available on its use, and 
the resulting background of knowl- 
edge of allowable stresses for different 
applic ations. Corresponding knowl- 
edge of other materials would have 


to b acquired, obviously at fairly 
considerable expense. On the face 
Of it, this test expense does not seem 
to be justified except in applications 
tor which steel is unsuitable, such as 
Pron r ENGINEERING SEPTEMBER, 


Torsion bar return valve springing of the aircooled, 24 hp. Dyna-Panhard car. 
to heat stresses because they are outside the cylinder head. 


under the highly corrosive conditions. 

For highly stressed applications 
silico-manganese steel is the practically 
universal choice. Both carbon spring 
steel and chrome-vanadium steel have 
been used, the iatter fairly extensively 
in Britain for both torsion bars and 
coil springs. ít is. more expensive 
than silico-manganese steel, and expe- 
rience does not indicate that this extra 
expense is justified by the results. 
Chrome-vanadium steel is considered 
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The Motor, London 


(A) The springs are not subjected 


(B) Bars work as a unit, interacting through top cross-link. 


to be more sensitive to surface faults 


and flaws than silico-manganese steel. 


HEAT- TREATMENT 


In heat-treatment the 
is to avoid surface decarburization 
For silico-manganese, at least, this 
means either temperatures 
above 950 C or using a reducing at 
mosphere furnace. Some precautions 
against distortiom in quenching are 
desirable; a vertical quench alone does 
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main thing 


avoiding 








not seem to be enough to prevent dis- 
tortion. Avoid straightening after 
tempering. If bending does occur in 
heat-treatment, as it almost certainly 
will to some extent, it is better to 
allow latitude for this in the design 
of the associated mechanism. 

Shot peening or reeling, and pre- 
setting, carried out in that order, are 
both well worth while in increasing 
either endurance or, alternatively, per- 
missible range. Presetting has al. 
ready been referred to in a description 
of its effect on the stress distribution 
and intensity in the torsion bar (see 
“Design for Torsion Bar Springs Used 








expected from further study of the 
diagrams, the best results are obtained 
if the stress distribution curve is of 
a given form; that is, if the amount 
of preset is specified rather than the 
overload torque that is to be applied. 
As an example, in one instance the 
amount of preset recommended was 
15 deg., the bar in question being ap- 
proximately 0.9 in. dia and 49 in. 
long. 

Shot blasting is also believed by 
many to be effective by removing the 
point of maximum stress from the 
surface to the interior of the mate- 
rial. A fuller discussion of this may 





face, and shot velocity (or the equiv- 
alent air pressure, when the shot is 
propelled b air jet). A typical sp: 

ification would call for 1.5 lb. of 0.051 
in. shot per sq in. and 30 psi uir 
ressure. 

Usually surface protection of ‘he 
torsion bar against corrosion is im- 
portant. Both cadmium plating im. 
mediately after shot peening (to take 
advantage of the chemically cleaned 
surface left by that operation, thus 
avoiding a possibly harmful cleaning 
bath), and stove enamelling, with a 
baking temperature restricted to 150 
200 C, have been used with satisfac- 








in M-18 Tank Destroyer,” PRODUCT 
ENGINEERING, June 1945, p 392). 
Resistance,” 
pp 248-268. 


Reference to the diagrams of Fig. 1 
will show that presetting is of benefit 
to the torsion bar by reducing the 
maximum stress from the surface of 
As might be 


the bar to its interior. 






Spinning Balls 








2 in. 3 in. 2 in. 





24 revolutions per min 
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BALLS OF VARIOUS SIZES spinning at different speeds 
water are supplying much fundamental information about 
design of submerged bodies. In a special machine, steel 
balls are set to spinning at known speeds; then plunged into 
a tank of water. Wake form is stopped and recorded by 
photographing at 500,000th of a second. 

This is one step in extensive experiments conducted at 
the Naval Ordnance Test Station, Inyokern, Cal. Various 
body shapes are being tested with special emphasis on 
transition effects between different dius 

It is hoped some relations can be found from these inves- 
tigations for predicting full-scale operation from model 
test data. This is particularly difficult since it is hard to 
scale down liquid action to model size. 

Other attempts to correlate model test data with full- 
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be found in a paper by J. O. Almen, 
“Shot Blasting to Increase 
SAE Transactions, 
It is desirable to specify 
size of shot, maximum percentage of 
broken shot allowed, 
impinging on each square inch of sur- 


in Water—One Step in Hydrodynamic Research 


80 revolutions per min 


glass- walled 








tory results. Stove enamelling is 
Fatigue — cheaper. 

1943, 

EprroR's NoTE—A second article. on 
the installation of torsion bar springs 
and the effect of changing the dimen 


weight of shot 
sions will appear in an early issuc 











3 in. 2 in. 3 in. 








120 revolutions per min 









tograph 


Official U.S. Navy Ph 


scale object performance is being done with torpedo tests. 
Contemplated designs are built to scale and tested in 4 
tank. Models can be released at various 
angles to the water and the crossbow launcher can be set to 
give different initial velocities. High speed motion picture 
camera records the complete run of the missile. 

Designs that show promise are built to full scale and 
are tested from the variable angle launcher located at 
Morris Dam. This launcher simulates any launching con 
dition that can be encountered by high speed attack ait- 
planes. Missiles can be fired with increasing forci until 
they break upon impact with water. Information ained 
by these tests will aid in structural design of underwate! 
missiles, as well as underwater body shape. Comparison 
of results may lead to accurate prediction from mode 
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Fluid Pressure Drop Losses 
Through Smooth Straight Tubing 


Pressure drop formulas for laminar and turbulent flow. Chart and nomo- 
graph to simplify pressure-drop calculations. Test results verifying method. 


DOMENIC A. DI TIRRO 


Staff Engineer, Development & Testing 
The Parker Appliance Company 


PROPER DESIGN of hydraulic and fluid 
handling systems implies an optimum 
balance between the size of the power 
generators and the physical systems 
which routes the fluid. Making pumps 
"big enough," or lines and valves 
"generously sized," leaves the door 
open to unnecessary weight and cost 
sacrifices. 

Frequently, loss calculations for 
lines are slighted because straight tub- 
ing runs account for less fluid pressure 
loss percentage-wise than valves and 
other auxiliaries. 

Yet in fuel systems where operating 
pressure is low, or in aircraft hy- 
draulic systems, where a mile or more 
of circuit tubing may be used, line 
losses can be a large percentage of 
total system loss. 

In these systems, then, straight tube 
losses must be accurately calculated to 
obtain line sizes that result in the most 
economical application of power. 

The following method, developed 
into a chart and nomograph, simplifies 
pressure drop loss calculations for 
straight smooth tubing. 


FORMULAS FOR PRESSURE Drop 


Pressure drop for a fluid flowing 
through a straight filled tube (no 
vapor) is dependent on tube size, 
length, surface condition of inside of 
tube, and the viscosity, specific gravity 
and velocity of the fluid. Pressure has 
little effect on pressure drop except as 
It affects fluid density; temperature 
also has little effect except as it ef- 
tects viscosity and density. 

There are two conditions of liquid 
flow in a filled tube: laminar or un- 
disturbed at relatively low fluid veloci- 
ties, and turbulent or disturbed flow 
at higher fluid velocities. For any one 


system, the transition point from lami- 
nar to turbulent flow, as fluid veloci- 
ues increase, is located in the flow 


region defined by the range of Reyn- 
olds numbers from 1,500 to 3,000. 
This condition applies to any tube 
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since the Reynolds number is a non- 
dimensional quantity expressed as 
Dm. 
where 
tube dia, ft 
= fluid velocity, ft per sec. 

p = fluid density, lb per cu ft 

u = fluid viscosity, lb per ft-sec 

With quantities expressed in a more 





H 


usable set of units, the foregoing 
becomes: 
7 O 
R = 3159.2 — (1 
ud 


where 

Q = fluid flow, gal per min 

u = kinematic viscosity, centistokes 

| — tube dia, in. 

The initial step in calculating fric- 
tion loss in any one tube, then, is to 
get the Reynolds number R. From this 
the friction factor, f, can be deter- 
mined from 

64 i ; 

f E for laminar or smooth flow (2) 

z 0 _— for turbulent or disturbed (3) 

=” flow 

The foregoing equations have been 
plotted on the logarithmic chart, 
shown in Fig. 1, which may be used 
to get fluid friction directly if tube 
size and fluid characteristics are known. 
Directions for use are given on the 
chart. The curve giving the largest 
friction factor should be used in de- 
sign. 

Note that the slope of all Reynolds 
number curves are the same; if other 
fluids are used they can be added to 
the chart by simply plotting any one 
point to establish curve location. 

The Reynolds number curves for the 
tube sizes shown in Fig. 1 were con- 
structed for a given oil at a given vis- 
cosity (AN-VV-0-366a at 100 F). 
Only one point is needed to plot each 
curve, since as mentioned before, the 
slopes of all are the same. This plot 
point is gotten by solving equation, 
R = 3159.2 x Q/ud, using the tube 
size in question, an assumed flow Q, 
and the kinematic viscosity p, for the 
given oil. Values for R and Q estab- 
lish a point on the desired Reynolds 
number curve. 

The chart can be used to determine 
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friction. factors for other tube sizes, 
flows and fluid characteristics by: (1) 
Plotting the Reynolds number curves 
for each one, and (2) projecting up 
from the point on the Reynolds num- 
ber curve, corresponding to the fluid 
flow through the tube, to the friction 
factor curve. 

The friction factor obtained from 
Fig. 1 may then be used to determine 
pressure drop for one foot of smooth 
tube by using the following equation: 


- oft pe 


P = 0.013475 = 4 


where 
@ = fluid specific gravity 


f = friction factor (Fig. 1) 


fluid flow, gal per min 
f I 


0 = 
x 


d = inside dia of tube, in. 


Again, to simplify calculations, the 
nomograph shown in Fig. 2 has been 
constructed, and may be used to solve 
for any one of the variables in Eq (4) 
if the remaining four are known. Di- 
rections for using the nomograph are 
given on the chart. 

The formula (4) on which the no- 
mograph is based is of particular in- 
terest since it covers both turbulent 
and laminar flow in a single equation. 
This greatly simplifies calculations 
over other hydrodynamic formulas, 
which require that the condition of 
flow be initially determined, and a 
suitable expression be used involving 
decimal exponents. 

The accuracy of calculated pressure 
drop has been checked against actual 
test results for typical fluids (Stod- 
dard’s Solvent and aircraft hydraulic 
oil) so as to cover the extreme limits 
of laminar and turbulent flow as well 
as the transition region. 

Testing was completed on special 
pressure test equipment, which was de- 
veloped by Parker working with The 
National Bureau of Standards. The 
maximum deviation of calculated pres- 
sure drops from actual test results was 
5 percent, with the average consider- 
ably closer. 

In Fig. 3 is shown a typical chart 
comparing test and calculated results. 

(continued on page 118) 
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Pressure Drop Losses (continued) 
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Pressure Drop Losses (continued) 
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Pressure Drop 40 Dia Straight Smooth Tubing, psi 


Fig. 3—Chart showing correlation between nomograph calculations and experimental results for pressure drop of hydraulic oil 
flowing through 40 diameters of straight tubing, } to 1 in. sizes. A s shown, agreement between observed and calculated values is good. 
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Link extending out of jaw fo be a roller link 





Tensile 


recommended by the 


TENSILE TESTING of steel roller chain 
I5 a destructive test used for the pur- 
pose of determining the ultimate ten- 
ile or breaking strength of a given 
specimen. In addition to such testing, 
it is sometimes desirable to know the 
elasti ty or ratio of elongation to ap- 
plied load. 

For either test, if true results are to 
de obtained, it is important that the 
chain specimen be properly mounted 
ind uniformly loaded in the testing 
machine. In addition, tensile test 
specimens must be at least eleven 
pitches and 15 in. long; at least two 


tull pitches (3 rollers in each strand) 
Must be gripped by the jaws; and all 
Propucr ENGINEERING — SEPTEMBER, 





Table I 





Dimensions of Jaws for Different Chain Sizes 





lih 
F 
ES 
Locating dowels for halves 
Chain Dime | 
A.S.A Pitch x i è 
No Width, In K ( / D, l 
2 1/4 x 1/8 0.110 0.252 5/32 | 0.250 | 0.134 | 
3/8 x 3/16 | 0.168 0.399 1/4 0.375 | 0.204 1/4 
£1 l/2x 1/4 | 0.227 | not mad: 5/16 | 0.500 | 0.312 ] 
| in mult. 
t0 1/2 x 5/16 | 0.284 0.566 5/16 0.500 | 0.317 5/1 
sO 5/8 x Q 0.343 | 0.713 13/32 0.625 0 405 ? /Q 
60 3/4 x 1/2 | 0.459 0.897 1/2 | 0750 0.474 7/W 
SO 1x 5/8 0.575 | 1.153 | 21/32 | 1.000 | 0.631 9; 
100 1-1/4 x 3/4 | 0.692 1.408 27/32 | 1.250 | 0.757 11/1 
120 1-1/2 x 1 0.924 1.789 1-1/32; 1.500 | 0 882 13/16 
140 1-3/4x 1 0.924 | 924 1-7/32| 1.750 | 1.008 15/1¢ 
160 2 x 1-1/4 1. 15 2.305 1!1-13/32| 2.000 | 1.134 | 1-1; 
180 2-1/4 x 1-13/32 1.301 2.592 1-1/2 | 2.250 | 1.41¢ 1-3/1 
200 2-1/2 x 1-1/2 | 1.389 2.817 |1-11/16; 2.500 | 1.574 | 1-5/ 
240 jx 1-7/8 1.738 3.458 2 3.000 | 1.887 | 1-9/1¢ 
"This dimension is minimum, with acceptable plus limit = 0.01 D, + 0.005 in 





and Elasticity Testing 
Of Steel Roller Chain 


Design of grip jaws and procedure for testing standard steel roller chain as 


Association of Roller and Silent Chain Manufacturers. 


loading is to be through the chain 
rollers. Gripping of the chain side- 
plates or misalignment of the chain 
with the line of pull will not give ac- 
curate data. Elasticity tests are to be 
treated the same as for ultimate ten- 
sile strength tests except the specimen 
should be long enough to permit mak- 
ing elasticity measurements over a four 
foot length of chain. 

The speed of testing machine cross- 
head should not exceed the response 
characteristics of the recording or in- 
dicating mechanism of the machine 
and should never exceed 0.5 in. per 
min. Results used for comparative 
purposes are to be based on at least 
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three tests of chains of equal length. 

The method of gripping the test 
specimen in the grip-jaws is shown 
above. Design information and di- 
mensions of jaws for gripping the 
different sizes of ASA standard steel 
roller chain are given in Table I. 
Jaws should be made of medium car- 
bon alloy steel, heat-treated and drawn 
for 30 to 40 C Rockwell. Jaw length 
may be longer than given in Table I. 
It is important that each pair of jaws 
be securely held together during test. 

Navy Aeronautical Specification 
C-65d (12-27-40) on ‘Control 
Chains” will be satisfied by this data 
and method of tensile testing. 
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Mertal Stamping Desig: 


Stampings are made by pressworking sheet material to — classifications: (1) Material formed without being cuf, 
change its shape and can be divided into two general bending, forming, drawing and coining; and (2) m 
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"T" BEADS OF THIS TYPE SHO 
M mum radius as determined by T; and \ 
multiples of "T?' is not to exceed 0.19 of an inch FORMED IN SAME DIREC 1 

OUTER FLANGES TO FACIL 
DIE CONSTRUCTIO! 





Maximum radius as determined by “T}'a 
multiples of "T;'is not to exceed 0.25 of an inch 










STRENGTHENING BEADS FOR FLAT SURFACES AND ANGULAR OR CURVED SURFACES 
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gtor Economy in Production 


18 ufi cut to shape—blanking, punching and trimming. specified SAE 1008 for deep draws and SAE 1010 for 


) ^ . . . . . . 
>) mfe majority of stampings are made from flat sheet steel simple forming operations. 
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Fig. 1- 


Simple polariscope designed and built by the staff of the Structural Analysis Laboratory at M.I.T. 


The construction detail: 


are given in the article, so that any development engineer can duplicate this useful design aid. 


A. Simplified. Polariscope for 


RAY W. CLOUGH 


Assistant in Structural Engineering 
Massachusetts Institute of Technology 


THE PHOTOELASTIC METHOD of stress 
analysis has never been widely em- 
ployed in the industrial field in spite 
of its many advantages over other 
methods of evaluating stresses in ma- 
chine components. One reason for 
the slowness in adopting this technique 
has been the relatively high cost of 
the photoelastic equipment available 
on the market. However, simplified 
equipment, adequate for the needs of 
most development engineering groups, 
can be constructed quite easily and in- 
expensively. 

The photoelastic method has many 
advantages over other methods of 
stress analysis, which may be summa- 
- as follows: 

1. Compared with "trial and error" 
or empirical design methods: 

Minimizes the need for high 
tum of ignorance" which increase 
weight and cost of parts. 

b. Reduces the cost of design 
changes since any design may be tested 
before the part is made. 

Compared with 
—— 

. Not limited by the simplifying 
metit which must be made in 
all but the simplest mathematical 
studies. 

b. More rapid 


mathematical 


than complicated 
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solutions. 
exp ari- 


and difficult mathematical 

3. Compared with other 
mental methods: 

a. A more complete view of the 
stress pattern may be obtained, not 
just surface stresses at a limited num- 
ber of points. 

b. Stresses in otherwise inaccessible 
parts may be obtained (for example, 
in members that are fitted closely to- 
— 

The test can be completed quickly 
ei inexpensively before the part is 
made. 

The photoelastic method is also useful 
in checking analyses that have been 
made by other methods. 

There are certain limitations to the 
use of photoelasticity which shouid 
be = also: 

Two dimensional models do not 
edi represent the conditions of 
maximum stress in a three dimensional 
prototype. 

Three dimensional analyses are 
difficult to make, and in general are 
beyond the scope of most small in- 
dustrial firms. 

Dynamic stresses, 
pact, are hard to obtain. 


especially im- 


FUNDAMENTALS OF PHOTOELASTICITY 


A brief explanation of the underly- 
ing principles will clarify the discus- 
sion on construction and use of the 
polariscope. 

The photoelastic method of stress 


Propuct 


analysis is based upon two main facts 

The optical qualities of certat 
transparent materials are affected b 
stresses within the material. 

The stress distribution produced 
by a given loading condition is th: 
same in all homogeneous materials. 

The first fact makes possible the 
evaluation by optical means of stresse 
within a model of some appropriate 
transparent material; the second fac 
permits the inference that these mode 
stresses are the same as would exist in 
a similarly loaded metal prototype. 

A material suitable for making pho 
toelastic models has the property 0! 
becoming doubly refractive unde 
stress; that is, light passing throug! 
this material is polarized so as to v: 
brate in two perpendicular planes, the 
planes of the principal stresses in th 
model. The difference between th 
velocity of the light rays in cach 6 
these planes is proportional to the 
difference between the principal 
stresses. Thus if the difference betwee 
the speed of light in each plane can he 
determined at any point in the mode 
a measure of the difference between 
the principal stresses at this point has 
been obtained. The polariscope sim- 
ply provides a means of measu: ng the 
difference between the velocity 9 
light rays vibrating in each plane. 


CONSTRUCTION OF THE POLARISCOP! 


A polariscope consists of the follov 


ing components: A light source (bot 
£ P 8 
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monochromatic and white), a lens sys- 
tem for focusing the image upon the 
camera or screen, polarizing and ana- 
lyzing disks mounted so that they may 
be rotated through 90 degrees, "quar- 
ter wave plates" for producing circu- 
larly polarized light, a camera with a 
ground glass screen upon which the 
image of the stressed model is pro- 
jected, and a loading device for apply- 
ing loads to the model. 

The simplified polariscope, designed 
and built by the staff of the Structural 
Analysis Laboratory at M.I.T., is 
shown in Fig. 1. It was found to be 
a satisfactory instrument, both with 
respect to its performance, which was 
efficient and accurate, and its cost, 
which was surprisingly low for its size. 

A diagrammatic sketch indicating 
the general arrangement of the po- 
lariscope is shown in Fig. 2. Com- 
ponents of the polariscope are de- 
signed to ride on the pipe rails of the 
rigid | "optical bench." This 

























base or 
arrangement allows for any necessary 
adjustment in focus or in position of 
the model. 

The light source of the polariscope, 
Fig. 3, is inclosed in a plywood box, 
which is ventilated by a system of 
lightp-oof baffles. Four ordinary light 
sockets are mounted on the back of the 
00x to hold the 100 watt bulbs which 
onstit;:te the white light source. A 
mercury vapor lamp mounted in the 
center of the base of the box provides 
the monochromatic light. he in- 
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Fig. 2—General arrangement of the polariscope. Components are mounted on pipe 
rails for easy, rigid adjustment. An old portrait camera serves to photograph patterns. 
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Fig. 3—Construction details of the incan- 
descent light source for the polariscope. 





(Wratten Filter No. 62) sandwiched 
between two pieces of glass, which in 
turn are mounted in a light wooden 
frame. 

The polarizer and analyzer used in 
this polariscope are identical disks 10 
in. in diameter. They each consist 
of a sheet of Polaroid and a quarter 
wave plate combined in a single unit. 
When they are placed in the polari- 
scope with the Polaroid side toward 
the model, they produce plane polar- 
ized light. With the quarter wave 
plate toward the model circularly 
polarized light is produced. These 
complete units may be purchased ready 
for use. 


The frame in which the polarizer 
is mounted is attached to the front 
face of the light source box. This 
frame, Fig. 4, is formed of 13 x 13 x à 
in. angles. Small U-shaped brackets 
for supporting the polarizer disk are 
fastened to the inner faces of the 
angles. They hold it securely against 


terior of the box is painted white to 
increase its light reflecting qualities 
and the bafflles are painted flat black 
to reduce light leakage. The inner 
surface of the hinged back of the box 
is covered with a thin sheet of dural- 
umin which acts as a reflector; a 
piece of asbestos placed between the 
metal and the plywood serves as in- 
sulation. 

A piece of opal glass which diffuses 
the light is fastened inside the box 
over the 10 in. circular aperture at 
the front; metal clips are provided 
at either side of the opening on the 
outer face of the box to hold a 12 in. 
square green filter in place. This filter 
is used with the mercury vapor lamp 
to provide the monochromatic light 
source. It is composed of a filter film 





Fig. 4—Construction of polarizer frame, which is mounted over light source. 
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Fig. 5 


any translatory motion but allow it to 
be rotated freely. 

The analyzer is mounted in a similar 
frame on the opposite side of the 
model and loading frame from the 
polarizer. The analyzer frame, Fig. 5, 
also has U-shaped brackets into which 
the disk fits. In this frame, however, 
one of the brackets has a pointer at- 
tached which indicates the orientation 
of the disk by a scale marked in de- 
grees along its edge. Also a metal 


shield with a 10 in. dia hole is attached 

to the face of the frame so that no 

light can p around the edge of the 
& 


analyzer disk. 

The lens system consists of a single 
uncorrected condensing lens, 14 in. in 
diameter. It is connected rigidly to 
the camera in such a way that the focal 
points of the lens and camera coincide 


(A) Construction of the analyzer frame. (B) Construction of the lens frame. 


This single lens system was adopted 
because lenses of this size, even un- 
corrected, are rather expensive. The 
cost of an optically perfect lens of 
this diameter would have been pro- 
hibitive, but it was found that if only 
the center portion, approximately 8 in. 
diameter, of the uncorrected lens were 
used, the aberration errors were small. 

The optical system of this single 
lens polariscope operates as follows: 
The opal glass acts as the true light 
source, emitting light in all directions. 
This light passes through the polar- 
izer, model, analyzer, and lens. On 
passing through the lens, the rays of 
light converge toward the camera. 
However, only those rays that were 
parallel to the axis of the polariscope 
will converge at the focal point of the 


camera and be projected upon thc 





Diagram of arrangements for loading the model in tension and compression. 


Tensior Loadina 


Loading Frame 


Pnopuci 


(16"*16 "x 4° 
plate 
A 


(C) Front Camera Frame 


(C) Front frame for mounting the camera. 


screen. All other rays will be out oí 
focus and thus will not be seen. Thi: 
system has the disadvantage that 
large percentage of the light emitted 
by the light source is wasted, but the 
only effect of this loss is to require 
longer exposures in taking photo 
graphs. 


The lens is mounted in a frame, 
Fig. 5, formed from 14 x 14 x } in 
angles. Wooden V-notched brackets 
that support the lens are attached t 
the inner faces of the angles. The lens 
frame is connected rigidly to the frame 
that supports the front end of the 
camera, Fig. 5, with four 3 in. bolts 


The camera used in this polariscop 
is an old portrait camera, obtained 
from a dealer in used photographi 
equipment. It is an 8 x 10 in. plate 
type of camera with a ground glas 
screen. at the back to assist in focusing 
This type of camera is ideal for photo 
elastic work, since it may be used either 
for taking photographs of the loaded 
model or for inspecting the imag 
directly. 

The model loading frame may be 
used for either tension or compression 
tests. It has a capacity of 1,000 Ib 
which is sufficient for almost any pho 
toelastic work. The base of the fram 
( see Fig. 6) supports a 1,000 Ib 
capacity platform scale. A screw jack 
is mounted in an inverted position 
under the scale, and to its head are 
attached a pair of loading screws 
which pass up through clearance holes 
in the scale platform. These screws 
are connected to a loading beam above 
the platform. For compression tests. 
the model is placed between th: scale 
and the loading beam. As the screw 
jack is turned, the bar is caused to bear 
down upon the model, which in tum 
bears on the scale. The net load on 
the model is obtained by subtracting 
a tare reading from the gross veight 
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recorded during the test. Fig. 6 shows 
the arrangement of the loading frame 
as used in compression tests. 

For tension tests another frame 
must be added to the loading ma- 
chine. This frame rests upon the scale 
and extends up over the loading beam. 
The model is connected between the 
loading beam and the tension frame. 
Thus as the screw jack is turned and 
the loading beam descends, a tensile 
load is applied to the model. This 
causes the tension frame to bear down 
on the scale, so the load may again be 
measured. A compression and a tensile 
specimen, Fig. 7, are shown in the 
loading frame. 

The individual parts of the polari- 
sope are mounted on 1 in. pipe rails 
as shown in Fig. 2. In operation the 
parts are moved as close together as 
possible ; the polarizer and analyzer 
frames are placed as near the model 
as is practicable and the 
up flush against the analyzer. The po- 
larizer and analyzer disks are placed 
in their respective frames and rotated 
until their axes are at 90 deg to each 
other. This determined 
as the one at which a minimum amount 
transmitted through the 
combined polarizer and analyzer disks. 


lens is moved 


position 1S 


f light. is 


PREPARATION OF MODELS 

Many materials, including glass and 
celluloid, have the property of polar- 
izing light when stressed, and could 
theoretically be used for photoelastic 
models. However all of these mate- 
tials have some undesirable properties ; 
tor example, glass is brittle and hard 
to work with, and celluloid creeps 
under load. Cast resins can 
be used for qualitative work, but the 
material that has been found most 
suitable for quantitative photoelastic 
work is a certain phthalic anhydride 
(BT-61-893) This 
most of the properties of a good pho- 
toelastic material and only a few un- 
desirable qualities, most serious of 
which is an aging effect that. will be 
discussed later. 

This plastic may be purchased in 
sheets that are polished and annealed, 
although some laboratories prefer to 
obtain it in the rough form and polish 
and anneal their own specimens. The 
model of the part to be studied is cut 
roughly to size from this polished 
pthal; anhydride on a band or jig saw. 
Then it is machined accurately to its 
inal dimensions in a vertical milling 
machine. In machining, it may be 
handled like a soft brass. When the 
Machining has been completed the 


shenolic 


substance has 


model must be tested as soon as pos- 
sible. Speed is essential because oí 
the aging effect to which reference was 
Propuc r ENGINEERING — SEPTEMBER, 


(B) 


Fig. 7—(A) Loading a plastic model in compression. 


made earlier. All edges of the plastic 
begin to age as soon as they are ex- 
posed to the air. Within a few hours 
the optical properties of the edges 
will have changed to a considerable 
degree. This serious effect should be 
kept to a minimum since edge stresses 
in the model usually are of the greatest 
interest. 

State of stress at any point in a two 
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(B) Loading a model in tension. 


dimensional model may be completely 
determined if three quantities con- 
cerning the stresses at that point are 
known. In photoelastic analyses, the 
three quantities used are: (1) Dif- 
ference between the principal stresses, 
(2) Direction of the principal stresses, 
(3) Sum of the principal stresses. All 
three may be obtained from the photo- 
elastic analysis, but usually it is simpler 
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to obtain only the first two with the either the monochromatic or white principal stresses, must obviously be 
polariscope, and to determine the sum light source is used, that connect all zero. Hence, the difference between 











of the principal stresses by measuring points on the model at which the prin- the principal stresses is equal iñ mag- 
lateral strains in the loaded model cipal stress directions are parallel to nitude to the tangential edge stress 
with an extensometer of some sort. the axis of the polarizer or analyzer If the stress distribution within the 
The difference between the principal disk. If the polarizer and analyzer model is to be studied, all three of 
stresses is determined in a photoelastic are rotated, the position of these lines the quantities that are measures of 
analysis from a pattern of lines that will change. When circularly polar- the stress, i.e. the isochromatic and 
appear on the stressed model. These ized light is passed through the model isoclinic patterns and the lateral strains 





isochromatic lines connect points on the isoclinic lines disappear ; in effect, must be obtained. The technique of 
the model at which the same difference the polarization axis of the light is obtaining these quantities will be dis- 













between the principal stresses exists. rotating rapidly and the isoclinic lines cussed in a subsequent article, at 
When a monochromatic light source move so fast that they cannot be seen. which time interpretation of test re- 
is used in the polariscope, they appear In many stress analyses, determina- sults will also be considered 

as a series of dark and light lines tion of the tensile and compressive 

when white light is used, they are stresses at the edges of the model will EXAMPLES OF ISOCHROMATI 
lines of constant color, each band of be sufficient, since the maximum PATTERNS 

lines shading in color through the en stresses usually occur at these points 

tire spectrum These edge stresses may be determined The isochromatic patterns obtained 






The orientation of the principal readily from the isochromatic pattern with two typical loaded specimens are 
stresses is Obtained from another set alone. They may be obtained from this shown in Figs. 8 and 9. The canti- 
of lines on the model called isoclinic single quantity because at any boundary lever beam in Fig. 8 demonstrates 
lines. These are dark lines, when the normal stress, which is one of the the pattern associated with simple 
bending stresses. In this model, each 
isochromatic line represents an incre 
ment in the difference between the 
principal stresses of 87.7 Ib per in. on 
the basis of a model of unit thickness, 
or since the model is 0.384 in. thick, 
228 psi per line. Along the straight 
portions of the beam, the uniformly 
increasing edge stresses are indicate 
by the equidistant spacing of the iso- 
chromatics along the edges. In the 
vicinity of the fillets the close spacing 
of the lines indicates sharply increas- 
ing stresses, and thus demonstrates 
the existence of the stress concentra- 
tions which are to be expected at the 
root of a cantilever. By counting the 
isochromatic lines it may be seen that 
the maximum stress in the fillet is 
about 50 percent higher than it would 
be were there no stress concentration. 

The isochromatic pattern shown in 
Fig. 9 is that produced by a notched 
beam subjected to pure bending 
stresses. It clearly shows the effect of 
the notches in producing stress concen 
Fig. 8—Isochromatic pattern in a cantilever beam. The picture shows only half, or trations. A beam having a constant 
í in., of the beam length. The 8 in. dimension only locates the loading. width equal to the width of the nar- 

rowest part of this beam would have 
edge stresses 5.7 times as high as à 
beam uniformly as wide as the widest 
part subject to the same bending mo- 
ment. However, the edge stresses in 
the notch of this beam, as indicated 
by a count of the isochromatic lines, 
are 8.5 times as high as thc edge 
stresses away from the notch. Thus the 
stress concentration effect has pro lucec 
notch stresses in the ratio of 8 5:57 
or about 150 percent of thc value 
which would otherwise be expc ted 





































EprroR's NoTE: A second art 
Mr. Clough will follow soon ‘0 €x 
plain the determination of stress val. 


Fig. 9—Notched beam subjected to bending stresses. The isochromatic pattern indi. Ves, using the polariscope describes 
cates stress concentrations of 8.5 times as high as stresses away from the notch. _ here. 
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Intelligent use of plastics in product design is following 


the same course of development that marked acceptance of such established 


materials as stainless steel and the light metals. 


As far as the engineer is concerned, maturity has been achieved. 


ENGINEERING MATERIALS . . . 


Plastics are attractive engineering materials: They offer 
advantages in weight savings, lower costs, moisture and chemical resistance, 
toughness and abrasion resistance, and many other specific functional 


qualities that are the everyday concern of the design engineer. 


AS SHOWN BY THEIR FUNCTIONAL USE IN . . ——» 
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COMPLETE BREAKER, with one outside arc barrier removed 
showing contacts and center arc barrier. Front escutcheon and 
side frames are large cotton filled molded phenolic parts. Nor- 
mally, frames would be punched and welded of steel or die cast. 


POLE UNIT sub-assembly (right). The interrupting unit o 
“arc quencher” uses three different molded plastics. In th f Con 
center are the movable contact fingers with their molded plastic [| Pho 
operating link. At bottom is series overcurrent tripping device hea 


... Heavy Duty Electrical 


A THIRTY PERCENT reduction in size, improved perform- 
ance and appearance, and increased ease of production has 
been accomplished in the redesign of General Electric's 
new AK-1 air circuit breaker. Even more significant, the PART 
complete redesign is attributed directly to increased use 
of plastics. 

Plastics were responsible for obtaining the following 
desirable features: 

1. Complete shielding of live parts. 

2. Structural members which are inherently insulators. 
Thus, plastics replacing steel meant a two-fold saving in 
weight and size. 

3. A thirty percent reduction in size—four circuit 
breakers now occupy the space of three. 

4. Elimination of costly machining operations, through 
the use of molded plastic parts. 

5. High resistance to arc erosion. 

6. Improved, "streamlined" appearance 

The molded parts have been designed to form arn 
inclosure for many of the components, thus shielding parts 


Which are electrically energized. A “dead front” design 





Plastic Materials in Redesigned Circuit Breaker 


Pole unit base 

Right and left muffler sides 
Three center barriers 
Right and left side barriers 
Front cap 

Stud cap 

Insulating link 


MATERIAI 
Cotton filled phenolic [ 


Asbestos filled phenolic 
Cold molded phospho-asb 
Cold molded phospho-asb 
Asbestos filled phenolic 
Asbestos filled phenolic 
Asbestos filled phenolic 
Asbestos filled phenolic 
Cotton filled phenolic 


Overcurrent trip arm 
Overcurrent trip cap 
Overcurrent trip case Cotton filled phenolic 


Two overcurrent trip slides Cotton filled phenolic 





Calibration adjustments are insulated so that an operato: $ Hoj 
can set them while the equipment is energized quer 

In order to reduce the size of the circuit breaker, i neni 
is Obtained without the use of additional inclosing barriers found necessary to make some of the structural frames ai Ott 
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Pole uni? Mu ffler side 


base — 
Cap 
Arc 
Back barrier 
support — ( Infer- 
mediate) 
Silver 
Back =r 
contact tips 
finger. Movable 
f contact 
| finger 
Upper ' 
terminal 
stud 
Insulated 
link 


Upper stud cap 


Current carrying pivot 


i 
E í 
t Series coil terminal 


COMPLETE interrupting unit, consisting of arc quencher and 
contacts, which operate in narrow slots created by molded 





phospho-asbestos arc barriers. This material withstands the 
heat and erosion of 25,000 ampere interruptions. 
E | 
Ihe extensive. use of plastics 
Back confrol fingers 
Back support, z 
/ 4, * 
Silver alloy tips 
! / t Intermediate arc barrier 
Steel plate — / 
‘Outside arc barrier 
HORIZON TAL cross section through contact tips and are 


quencher, showing the multiple slots and contact finger arrange 
a \ H 

nent. When closed, the movable contact finger pivots about thc 

y 

Ottom end to engage the back contact finger. 
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Trip paddle 
and shaft 


Trip finger 


Armature 
Y 
E 
Pick up 
adjustment 
Calibration 
slider 
(Overcurrent Dashpot 
trip) (Timing) 


CASE for the overcurrent tripping device, shown in heavy black 
outline, forms a protective cover for the accurate timing ele- 
ments. This shows optimum design in high strength cotton flock 
filled phenolics, in deep thin walled sections with little draft. 


mechanism linkage of an insulating material. To design 
around metal frames and linkages with added insulation 
required considerably more space than molded plastics parts 
Modern molded phenolics, both cotton and asbestos filled, 
provided the high mechanical strength and shock resistance 
to make such a design possible. 

The design of present day circuit breakers, with their 
many accessories, frequently require parts of complicated 
shape. The cost of machining such parts would be pro 
hibitive. Molding provides an ideal way of reproducing 
these shapes in large quantities, with good accuracy. 

In addition to making intelligent use of established 
plastics, as shown in the accompanying illustrations and 
captions, General Electric engineers developed a special 
material for use as interrupter barriers. This ‘phospho 
asbestos" material, made of phosphoric acid and asbestos, 
is cold molded into barriers which easily withstand the 
heat and erosion from 15,000 and 25,000 ampere arcs. 
No other material has been found to give equivalent 
performance. 

This new breaker, Type AK-1-15 and AK-1-25, has been 
designed in two frame sizes, 225 and 600 amp. The inter- 
rupting ratings are 15,000 and 25,000 amp at either 250 
volts dc or 600 volts ac. Continuous current or series trip 
coil ratings from 15 to 600 amp have been provided. Two, 
three or four pole manually or electrically operated units 
are available for dead front stationary, drawout switchboard 
or individually enclosed mounting 


L.piTOR's NOTI [his section ts based on information and 
illustrations by L. H. Sperow, Air Circuit 
Breaker, Switchecar 


General Electric Company, Philadelphia, Pa 
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Yoder Manufacturing Compan), 


PRODUCTION of this steel slitting machine is speeded. 
costs lowered through the use of easily identified colored 
plastic spacing shims. Since thickness is keyed to color, 
the proper spacer can be immediately chosen 


cent of the thickness of stock. 


an allowance must be made for side clearance of 


Side 


clearance 


—/ shim 


spacer 


the cutters 


Plastic is dimensionally stable 


CUTTER ASSEMBLY setup of Yoder slitter shows function of plastic 
shims, and their position relative to cutters and steel spacers. As shown, 
10 per 


... Heavy Production Machines 


Color- Thickness Identification of Plastic Spacers Speeds Produ 


ONE of the most unusual applications 
of a thermoplastic material 1s its use 
in heavy machines, where dimensional 
stability is important. Showing un 
isual adaptability as thin and accurate 
spacers, cellulose acetate shims are pro 
luced by Industrial Products Suppliers, 


New York, | \ 


process 


a special die-cutting 


Ihe novel feature of these plastics 
shims is the fact that their thickness is 
identified by their color. As shown in 
the table, these shims are supplied in 

range of from 0.001 

They are avail 
thle in any diameter up to 20 in. The 
nly color that is is black 
handicap, 


thicknesses 
nch up to 0.060 in 


"re peated" 


however this is no since 
there are few applications that would 
itilize the full range of thicknesses 
When these shims are used as spac 
rs, production costs are cut through 
workmen's time 


Makeshift spacers need no longer be 


climination of loss 


produced, 


curately-ground 
s Is eliminated, and the 


cost ot 4 


| 


proper spacer can be immediately 


chose n 

The Yoder 
pany, Cleveland, Ohio, which produces 
a line of gang slitters (one model of 
which ts shown on the cover of this 
issue), supplies prepared packages of 
these spacers with each machine, in a 
range of thicknesses from 0.003 in. to 
0.060 1n 


Manufacturing Geom 


The exact location and func 

tion of the plastic shims in the cutter 
assembly are shown in the accompany 
ing illustrations. Machine manufa 

turers report that the cellulose acetate 
shims are far superior to the oil paper 
and leather which were for 
merly used. Although cellulose acet 
is a thermoplastic, it was found to 
quite incompressible in these small 
thicknesses. This is not true of paper. 
The cellulose 
duced in thicknesses 


lerances—this 


spacers 


atc 
1 
DE 


sheets are 
with 
could 


obtained with either leather or paper 


acetate pro 


close to not be 
The shims retain dimensional accuracy 


to 200 I 


TR For applications. abo 


extremelv 


this. temperature, heat-resistant 
being 
shims can also be 
gaskets. Their water 
is excellent, and they can wit 
continuous oil immersion up to 
and intermittent oil immersion 
200 F. Spindle oil was used to 
mine these values. 

To test compression, 0.020 
0.005 in. shims were placed b 
smooth steel plates which were 
together with three bolts. The 


tics, such as Teflon, are 
The SC 


shim 


width of the plates were carefully 


before and immediately 
tightening the nuts, and again 
end of the days 
Although the average torque 
move each nut 215.8 in 
loss in overall width of the fixt 
only 0.0002 in. The shims 

ondition after the fixt 


apart 


ured 


test, seven 


Was 


vood 
taken 
A similar use of these shims 
by the Michigan Tool Compar 
Drive” 


troit, in their Coni 
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COLOR OF 
CELLULOSE ACETATE SHIMS 
FOR VARIOUS THICKNESSES 


HICK? 


010 
0125 
015 
020 
0.025 
0.050 


0.060 


ducers. To accurately maintain the end 
adjustment of the pinion shaft (analo- 
gous to the transverse adjustment in 
other types of gearing) the shims are 
placed between the speed reduce: 


housing and the end plates on the 


shafts that control the in-and-out loca 
tion of the supporting bearing. 





Michigan Tool Compan: 
CONE-DRIVE GEARING is assembled with the aid of plastic spacing shims. The 
housing is checked by gage just prior to assembly and is marked for proper color 
(thickness) of shim to be used in each location. The shims are put in place, registering 
with the mounting plate stud holes on the housing. 


For Electrical Insulation and Bearing Strength 
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An interesting example of how one plastic 


_--Insulating washer material is used to serve two different functions 
Insulating bushing on a single machine is seen in the tube mill 


welders manufactured by the Yoder Company. 
A fine weave fabric-phenolic laminate tubing, 
(Micarta No. 97) molded at relatively low pres- 
sure, serves both as electrical insulation and to 
Electrode take bearing loads in this machine. Distribution 
,^ insulator . À n ‘ è 
/ of the bearing pressure is indicated in the accom- 
panying diagram. It should be noted that the 


-Electrodes 











V2 bearing i "Pu - 

DE pressure on this bushing which takes one half of the full electrode 
N insulating pressure (5,480 psi) must also withstand 250 F. 
N / ? | wh 
N bushing-must The welder operates on both 60 and 180 cycle 
N” also withstand i J 
A 2550F alternating current. 
N Here is how Westinghouse rates this material, 
N Laminate compared with other laminates: Lowest moisture 
N bearing spacer absorption, best dimensional stability, resistant 


—MO pressure i : 
bn to acid and alkali, good compressive strength 


Other applications of this laminate include pneu 
Tubing or pipe matic pistons, wet chlorine gas tubing systems, 
j being welded hall tainere l l fa AE nd i 

ui retainers, and Outdoor fan covering. 

The laminated phenolic tubing has properties 
more than ample for this application, includ 
ing compressive strength of 23,000 psi, impact 
strength of 0.283 ft-lb, dielectric strength, dry, 
of 200 (4 in. wall), and power factor 106 
cycles) of 3.8 percent. 





Propucr ENGINEERING — SEPTEMBER, 1948 133 





Home 


Appliances 


Plastics are Combined for Appearance, 


Weight Savings, Electrical, Heat and Moisture Resistant Qualities 


Sleeping Comfort . . . 


ALL OF THE PROBLEMS of a house- 
hold appliance rolled into one—sur- 
face beauty, dimensional stability, elec- 
trical and heat resistance, resistance to 
aging, color stability—are combined in 
the heat control unit of the new elec- 
tric blanket manufactured by the Proc- 
tor Electric C ompany, Philadelphia, Pa. 

As shown in the accompanying il- 
lustrations, this unit consists essenti ally 
of two parts: A cover piece, molded of 
heat resistant acrylic and the base— 
to which all of the wiring and metal 
inserts are attached—molded of a 
woodflour-filled phenolic. 

The acrylic cover was designed to 
present an appearance which would 
attract attention. A transparent mate- 
rial was chosen to provide the desired 





COMPLICATED assembly of heat control unit is made up of 


intricate plastic moldings, combined with metal stampings. At 
left, is heat resistant acrylic cover, which achieves a three dimen- 


sprayed on the underside. 


sional effect with a metallic paint 
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three dimensional effect; this effect 
was enhanced by spraying a metallic 
paint on the underside of the trans- 
parent cover. Thus, the numerals on 
the dial stand out in bold relief, and 
there is no problem of rubbing off, as 
with numerals that are painted on the 
top surface. In order to hide the screws 
which would ordinarily be detrimental 
to the appearance of the transparent 
cover a novel method of securing was 
devised. This method was made pos- 
sible only through the dimensional 
stability of the two materials, and the 
close tolerances to which they could be 
molded. 

A heat resistant formulation (Plexi- 
glas V) was used so that the part 
would not distort if placed near a 





PRODUCT 


Rohm é Haas Company 


radiator. This formulation also has 
exceptional resistance to aging. The 
impact strength of this material is 
high, thus insuring against breakage 
caused by dropping. When dropped, 
there is none of the distortion of 
metals or the breakage of glass. Un- 
limited design possibilities are achieved 
because of the versatility of the mold- 
ing process. 

Although the base is molded of a 
conventional woodflour-filled phenolic, 
a special problem arose in regard to 
color. In order to blend with the pre- 
determined color scheme, a special 
shade of gray was needed. For this 
application, Monsanto developed a 
special gray pigment. Soft flow mate 
rial characteristics were required i in this 
compound in order that it would fill 
all the small holes and crevices in the 
mold. 'These holes and crevices formed 
the many small projections on which 
the internal parts are mounted. 


Ados » ng fever 
assembly 


Spring 
assembly 


Switch 
contac / 
St p, Dor $ 
asser nbly 


and Proctor Electric Compa" 
Acrylic molding powder, Plexiglas V, was developed for heat 
resistance, moldability and optical properties. Center illustration 
shows molded phenolic base, main structure of the unit. At 
right, metallic parts and wiring are attached to base. 


. g 
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A FOUR-POUND weight reduction, plus 
an appreciable price reduction on the 
new Clemson model E-17 lawn mower, 
is attributed to use of plastics in the 
redesign. 

Used primarily for its toughness and 
moisture-resistance, plastic parts on the 
Clemson mower are made of cellulose 
acetate butyrate. These include: Three- 
picce rollers, injection molded around 
a metal bushing, dust covers, reel 
bearing seals, and handle parts ce- 
mented to a die-cast zinc core. 

Formerly made of metal and wood, 
these parts are now molded of plastic 


ge | because of ease of fabrication and 
ed, J beter performance. Under the latter 
of f heading, it should be noted that the 
Jn- |. mowers are subject to the following conditions. 
'ed Temperature: 71 ropical sun to cold as far north as 
Id- f Canada. 

Humidity: Up to 100 percent in the atmosphere, and 
f a f direct contact, as in mowing the lawn after rain. 
lic, The cellulose acetate butyrate molded parts occupy a 
to | total of 1.3 Ib per unit, or more than 4 percent of the 
re. | total weight. The five basic parts add up to a total of 
jal | 17 separate parts in the mower. 
his 


Tennessee Eastman Corporation 


heat 
ation 







REEL BEARING SEALS molded of butyrate are used for their 
toughness and nontarnishing properties. They fit snugly over the 
retainer with finger pressure, are easily removed for servicing. 
Ball bearings are mounted on a removable bearing plate. 


) ` ` 
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LARGE butyrate handle provides a smooth gripping surface that 
is unharmed by perspiration or rough use. As shown above, each 
half of the handle grip has a core of die-cast zinc to which the 
molded plastic parts are solvent cemented. 










... Small Electrical Components 





Dimenstonal Stability at Elevated Temperatures is Critical Propert 
/ / 


Timing Relays 


The high dimensional accuracy pos- 
sible when a phenolic plastic is skill- 
fully molded can be seen in the new 
Cutler-Hammer pneumatic timing re- 
lays. Molded of a phenolic compound 
(Durez), the two molded parts act as 
a dielectric base for the electrical com- 
ponents of the relay. In addition, they 
contain two air chambers, a seat for 
the needle valve which controls the 
timing, and an air bypass hole. Thus 
efficient operation of the relay depends 
on the ability of the phenolic plastic 
to be molded to close tolerances and 
to hold these tolerances, as well as on 
dielectric properties. 

The timer consists essentially of two 
air compartments connected by a check 
valve and a by-pass, a diaphragm, a 
solenoid and spring lir to ac- 
tuate the diaphragm, and either one 
or two micro-switches. 

A spring then exerts a force through 
an operating rod on the diaphragm 
which is mounted between the upper 
and lower air compartments. This Tia- 
phragm, which has a ball check valve 
mounted in its center, is held in place 
between the two molded plastic sec- 
Eight molded-in threaded in- 
rts (see accompanying illustration) 
issure adequate pressure between the 
two parts to hold the diaphragm in 
place and make the joint air tight 

As the diaphragm is raised by 
spring pressure into the upper cham- 
air is forced through a by 


trons 


CT thc 
ss hole drilled into the chamber at 
in angle When the two parts are 
issembled, this hole matches a second 
molded-in vertical the 
This in turn enters a horizon 

tal threaded hole with a tapered end 
which opens into the lower chamber. 
An adjustable needle fitted 
into the threaded hole. Therefore, by 
adjusting the needle valve, the time 
required for the diaphragm to rise can 
be varied from 0.3 seconds to 3 min 
As shown in the accompanying illus- 
trations, both plastic parts are of intri- 


hole in lower 


piece 


valve is 


ate design. The large piece embodies 
eight blind threaded holes and nine 
through holes as well as many inserts, 
and irregularities. By 
transfer molding this part and using 
threaded inserts, only a grinding and 
four drilling operations are required 


»OSSCS, other 
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TWO MOLDED phenolic compartments form main structure of pneumatic timing 
relay. Of intricate design, the plastic parts contain many blind threaded holes, inserts, 
bosses and other irregularities. Insulating properties of plastic save weight and space 


to make the part ready for assembly. 
The smaller part has ten through 
holgs, an intricate 2-part threaded hole 
which tapers to a pinhole at its end, 
and two deep cavities; molding pro- 
duces a part which requires only 
one grinding and one drilling opera- 
tion to complete. The phenolic ma- 
terial is its own insulator, creating ad- 


ditional savings of weight and 
The overall size of the new ti 
approximately 4£ in. high, 511 


5 
deep and 23 in. wide. The d 


accurate to plus or minus 10 p 


of the mean timing period, and 


plied on machine tools, conveyo: 


a wide variety of automatic pro 
equipment. 
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Motor Protector 
Thermostats 


IN AUTOMOTIVE, aircraft, and refrig- 
a motor overload 
based on tempera- 
: “is an exceedingly important com- 
nent. Many such parts are made by 
» Spencer Thermostat Company, At- 
Mass. Such units must retain 


dimensional stability in 


erator ap plic ations, 
pi ctive 


device, 


tleboro, 
a temperature 
range from 140 F to 450 F. 

After experimenting with 
inert-filled heat-resistant thermosetting 
materials, which proved unsatisfactory, 
a special heat-resistant phenolic (BM- 
13335) was chosen. Not only was 
superior heat resistance obtained, but 
as can be seen in the illustration be- 
low, a high gloss is retained after pro- 
longed heating. This -— 
also more easily molded than many 
other heat resistant formulations, and 
has a lower specific gravity. 

Uniformity of properties and di- 
mensional st tability at high temperatures 
is demonstrated in a series of tests on 
thermostats which are designed to op- 
erate ("trip") at various temperatures, 
from 246 to 260 F. After repeated 
cycling — of baking the units 
at 450 F for 72 hr. and then cooling— 
units maintained their tripping 
temperature to within plus or minus 
0.5 deg. Fahrenheit. 


Various 


is 


these 


Bakelite Corporation 
INTRICATE bimetallic contacts, held in 
place with force-fit clips, makes a further 
Claim on dimensional stability of the 
Phenolic heat control units. 
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END LAMINATION on a mine motor armature is low pressure laminated of a glass 
polyester resin combination. These have been found superior to conventional materials 
because of easy fabrication qualities and excellent physical and electrical properties. 


Motor Parts 


of Glass-Polyester Laminates 


MANY heavy duty electric motors must 
operate at relativ ely high temperatures, 
therefore require insulating parts hav- 
ing high mechanical properties in ad- 
dition to basic electrical insulating 
properties. Fiberglas reinforced-poly- 
ester plastic laminates, one type of 
which is manufactured by Laminated 
Plastics, Inc, Cleveland, are being 
widely used by electric motor manu- 
facturers in applications of this kind. 

A typical example is the end lamina- 
tion on a mine motor armature made 
by Reliance Electric and Engineering 
Company, Cleveland. In this arma- 
ture the coil windings turn tightly 
around the ends of the armature slots, 
and special precautions must be taken 
to insure proper insulation at the point 
where the coil leaves the armature slot 
and bends sharply around to enter an 
adjoining slot. To protect against a 
"ground" or short circuit at this point. 
laminations exactly like the steel lam 
inations, but punched from the glass 
polyester laminate instead, are as 
sembled at each end of the armature. 

The plasti insulating material used 
for these end laminations must meet 
many discriminating requirements: 

Il. It. must. handle easily in the 
— operation. These lamina- 
tions are blanked from flat sheet stock 
lh the same tools used for blanking 
the steel laminations. 

These end laminations must not 
chip or break during assembly of the 
armature coils. A considerable amount 
of pressure is exerted on the individual 
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fingers of these laminations during 
bending and —' the heavy coil 
windings into place. The plastic lam- 
inations must be à: so they will not 
flow or bend out of position under 
pressure of the sharp bends. 

3. In operation these armatures spin 
at speeds up to 3,000 rpm, under con- 
siderable mechanical abuse and vibra- 
tion. The centrifugal force of the cop 
per wire coils tends to throw them 
out of the retaining slots in the arma 
ture and the plastic laminations must 
be strong enough to resist these forces 

The physical requirements placed 
on these end laminations are made 
many times more difficult by the fact 
that the armature must operate at ele 
vated temperatures, up to 120 ( 
(250 F) and occasionally 135 C. 
Thus, the end laminations must re 
tain all of these physical properties at 
this high temperature 

Imp: rtant 
laminate 


good 


chara teristics OI this 


are its unique ombination ol 


resistance to elevated tempera 
tures and good machinability, together 
with high impact and flexural strength 
values, good resistance to delamination 
and low moisture absorption 

As insulating panel stock, thc 
laminate will stand long exposure to 
high temperature without embrittle 
ment or blistering. It tracking 
well. For 1000-volt ar 
drawn over the surface will 
carbonized area only about 1 in. wide 
This area will conduct current only 
poorly and without following any def 


resists 
instance, a 


mrad 
roducc a 
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Approximate Cost of 
Electrical-Grade Laminates 


(In order of increasingly optimum heat 


resistance-clectrical. properties ) 







DOLLARS 


MATERIAI PER POUND 
Paper-base phenolic 0.75 
Canvas-base phenolic s 1.10 
Glass-base phenolic 2.00 
Glass-base polyester 1.70 
Glass-base melamine À 4.00 
Glass-base silicone UNES. 


OO 


inite track. The carbonized area will 
be "on" rather than "in" the material 
and can be removed by wiping with à 
cloth, thus restoring the original sur- 
face characteristics. 

The laminate is well suited for use 
as slot sticks, because of its ability to 
retain its physical properties at high 





Laminated Plastics, I 


WIDE VARIETY of shapes can be fabricated from electrical grade glass-polyester 
resin laminate. Typical applications include switch washers, control switch plates, field 
coil end washers, armature slot stick and end laminations. 





temperatures. Strip stock can be cut repair shops, with ordinary hand tools. of snapping caused by buckling. E 
with ordinary shears, and the edges of The slot sticks can be driven into These laminates are available 
the slot sticks can be chamfered with armature coil slots without spreading thicknesses from 1/32 to one in., and 
conventional chamfering tools; or in the ends of the sticks, and without risk in sizes from 12 by 18 to 36 by 42 in ps 
lam 
Molded Plastics in Small Electrical Parts 
Bakelite Corporation 

^ 

Si 
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AY — TS > x i 
CONDUIT insulating bushings of phenolic plastic molded SMALL, compzct wire recording head combines record, Ink 
into a malleable iron base reduce maintenance of elec- playback and erase features. Molded phenolic case parts 

trical circuits because smooth edges eliminate shorts. permit controlled pole piece spacing below 0.001 in. 





ACTUATING PIN in water-level 





control device for an automatic wash- a ; 

ing machine is molded of a phenolic E 

` à > : : American Cyanamid Company plastic. Tiny lathe-turhed insert is pre 
REDESIGNED electric stove switch (right), molded of melamine plastic, molded in by Kurz-Kasch, Inc., Day- det 
replaces former designs using porcelain (left) and phenolic (center). Tests ton, Ohio for the Special sorrel sat 
indicate that this material has sufficient arc resistance and non-inflammability. Division of the Magnavox Company. has 
fib 

po 
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TYPICAL SILICONE insulated dc 
(A) Silicone resin bonded glass fiber wrapped magnet wire; 
(B) Silicone varnish impregnated glass fiber sleeving; (C) Coil 
and slot liners of silicone varnished glass cloth or a glass-mica 
(D) Slot wedges, silicone-glass 
impregnated 


armature (left), showing: 


glass silicone bonded composite ; 


laminate; (E) Armature with silicone electrical 


p Corn ! Corporatio: 
insulating varnishes; (F) Typical de motor field coil fabricated 
with glass wrapped silicone bonded magnet wire, 
untreated glass tape, 
insulating varnish; 
braided wire. 


taped with 
and impregnated with silicone electrical 
(G) Leads are silicone rubber covered, glass 
For permanent lubrication and motors operating at 
high temperatures, bearings are lubricated with silicone grease. 


... Insulation-Electrical and Thermal 


SILICONES have come a long way from the novelty "boune 
ing putty” It is natural through their inherent chemical 
composition, that they be used as insulating materials. In 
the electrical field, where their acceptance has been most 
rapid, they are valuable for heat insulating as well as elec 
trical properties. 

The advent of silicone resins is an important step in 
insulation development. When used in combination with 
inorganic materials such as mica, asbestos and glass fibers, 
the unusually high thermal resistance of the silicones can be 
utilized in electrical machinery in three ways: 

To reduce the size and weight of equipment through 
Increase in operating temperature. 


2. To permit operation in a high ambient temperature. 


3. To obtain increased insulation service life where it is 
desired to maintain conventional size, weight and tempera 
ture. 


The development of silicone varnishes has resulted i 
class of essentially inorganic insulation for electric ma- 
chines which is more heat and moisure resistant than any 
insulating materials previously available. 

Motors wound with silicone insulation have been raised 
in rated operating temperature from 105C to 210C. While 
this is desirable, it has brought with it several problems. 
One is the problem of the motor protector thermostat. 

As discussed on page 137, a heat-resistant A 
compound serves as the base of such a protector up t 
300 F, But in silicone-wound motors (not numerous at 
, but being applied to a greater extent) that operate 
between 200 and 300 C, such a compound would not lx 
wüslactory. ‘Therefore, the Spencer Thermostat Company 
has molded motor protector thermostats of silicone-glass 
fiber ; nolding compound made by the Dow Corning Cor- 
Poration, for use with silicone-insulated motors, or for 


prese nt 
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Silicone Insulating Varnishes 

and Molding Compounds Increas 
apacity Ratines, Protect Motors 

temperature requirements above conventionally insulated 


(Class A and Class B) motors 

At present the disadvantages of this silicone molding 
compound are mainly ease of production and cost. Time 
in the mold is usually 14 hours, compared with 1 to 
minutes for phenolics. Alt hough cost is higher than con 
ventional plastics, it is felt that this is outweighed by the 
property advantages gained 


) 





FOR TEMPERATURI 


ally insulated motors, motor protector thermostats are molded of 


requirements above those of convention 


a glass fiber-silicone resin compound. These serve motors that 


operate up to 300 ( 
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Diron Lubricating Saddle Company 
TEXTILE INDUSTRY has been quick to adopt nylon bearings because of their 
non-lubricating feature, which results in a two-fold cost saving. Lubricating saddles 
for long draft spinning machines incorporate three nylon bearings, replacing brass. 
The plastic parts outwear the metal by far. An additional saving is realized, since 
many yards of yarn were formerly ruined by lubricating oils. 


s Atlantte Plastics 
CAP bar nebs, used with lubricating saddles, 


provide an oil-free drafting unit that elimi- 
nates roll scoring, reduces lint accumulation 
and lowers average power consumption. Nebs 
guide top rolls on spinning frames. 


Bearings and Gears Molded Nylon Pa 


Require no Lubrication and Outwear Meta 


EVER SINCE nylon was introduced asa often be ruined. A good example of 
molded plastic (see Propucr EN- such an application is a lubricating 
GINEERING, December 1946, page “saddle” used on textile spinning 
103) it has been accepted as a frames, manufactured by the Dixon 
natural” bearing material. Lubricating Saddle Company, Bristol. 
The fact that it will outwear brass R. I Sold under the tradename of 
and requires no lubrication has made "Slixonice" the bearing surfaces of 
nylon of intense interest in the textile these saddles are injection molded of 
field. In addition to frequent replace nylon by Atlantic Plastics, Inc., Flush- 
ment, the use of oil on conventional ing, L. I., N. Y. When made of brass, 
metal bearings was very costly, since these saddles were lubricated every 24 
many yards of woven textiles would hours. Use of nylon also enabled 
l redesign of the saddle for more 
efficient performance. 

As an idea of what elimination of 
lubrication means, it should be noted 
that an average spinning frame has 
252 spindles; since there were 27 
places to lubricate in an average spin- 
ning frame. It has been estimated 
that this saves 18,900 man hours per 
week in an average mill of 20,000 


spindles. 


Small Timing Gears 
Ranger, inc. 


SMALL molded nylon nv show promise Gears, like bearings, offer the prob- 
for timing functions. Used in a fishing lems of lubrication and wear. In many 
reel, these gears were tested continuously ap plications, such as food mixers and 
for 400 hr at 2200 rpm, with no wear. inaccessible mechanisms, lubrication is 
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undesirable or impossible. For auto- 
matic timing devices, a gear that does 
not require lubrication is often a neces- 
sity—this is true in military applica- 
tions such as guided missiles. In such 
applications, molded nylon is proving 
to be the only satisfactory material. 

An actual nylon timing gear 1s being 
molded by Atlantic Plastics, Inc., for à 
fishing reel manufactured by Ranger 
Inc., Rockford, Mich. These gears are 
surface hardened by a special heat 
treatment, or sometimes by modifying 
the molding process. Other peacetime 
applications of nylon timing gears in 
clude windshield wipers, food mixers, 
and other sealed mechanisms. 

Some idea of the toughness and 
abrasion resistance of these nylon gears 
can be gained from the results of tests 
conducted by Ranger, Inc. (Their siz 
can be estimated from the fact that 
they are used in fishing reels.) In 
breakdown tests run on the reels them 
selves, it was found that these gears 
will withstand at least 400 hours o 
continuous operation at a speed ot 
2200 rpm, without any adverse effet 
on the nylon gear. It should be note 
the tests were discontinued after 400 
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CONNECTOR LEADS for back plate of electric clock are injection 
molded of nylon. The two parts are assembled by a snap fit. In addition 
to its insulating function, the lead acts as a strain-relief bushing, prevent- 
ng shock to the inner mechanism by a sudden yank on the electric cord. 
Dielectric strength is 4 times the Underwriters’ specification of 900 volts. 


hours only because the product being 

tested was a fishing reel 
According to officials of Ranger, 

Inc., these are the reasons for adopting 


molded nylon gears: 


Greatly lowered cost per part 
No lubrication required 

3. Silent operation. 

i. Molded gears show a much 
smaller variation in quality and toler- 
ance than cut gears 

5. Longer life than maximum re 
quirements 


B usbings 


Nylon is also answ ering the bushing 
problem through its use as connector 
leads and strain-relief bushings. Shown 
in the accompanying illustrations are 
nylon connector leads molded by At 
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Sessionea Clock Co. 


lantic Plastics for the Sessions Clock 
Co., Bristol, Conn. The leads are in- 
jection molded in two parts which are 
assembled by a snap fit 

This represents an unusual molded 
piece, since undercuts of 0.0075 in 
were required on each side and at each 
end. The lead, which fits into a hole 
in the metal back plate of an electric 
clock, performs the following func- 
tions: (1) Provides insulation of the 
wires against the metal plate; (2) 
clamps the wires tight—these units are 
subjected to a 30 Ib dead weight pull 
by the Underwriters Laboratories; (3) 
prevents the clockworks from being 
pulled out: and (4) withstands the 
heat of wire soldering 

Molded of FM-10,001 nylon, (for 
merly FM-1) this material has excel- 
lent tensile strength, abrasion resist- 


ince, is non-inflammable and has a 


Du Pont Company 
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USE of a strain-relief bushing made of nylon allows 
this heavy radio to be lifted by the attached wire with- 
out danger of severing delicate connections. The bush- 
ing is simple in design and has the Underwriters’ 
approval for household electrical appliances. 


dielectric strength of about 4 times the 
required Underw riters spe incation of 
900 volts. 


Wheel Bearings 


Possibilities of nylon as wheel bear 
ings have been demonstrated by the 
Collier-Keyworth Co., Gardner, Mass., 
baby carriage manufacturers, who have 
subjected nylon bearings to rigorous 
testing before adopting them. In one 
test a carriage wheel was turned for 
the equivalent of 1190 miles with the 
axle in a vertical position so that the 
bearing was in constant contact with 
the axle shoulder. Although the metal 
axle was slightly worn, bearing wear 
was negligible. In another test the 
wheel box loaded with sand, 
sealed and revolved for the equivalent 


of 353 miles, with no bearing weal 


Was 


Speaking of Nylon . . . 


Nylon is also serving where accurate gasketing is important. 
Shown here is a tiny nylon insert, 7/32 in. long and 0.107 in. ia 
diameter, which serves as a valve seat in an air-flow regulator 
in inhalation oxygen equipment. 
nylon insert throttles down the flow of air to the bellows assem- 
bly and helps maintain constant pressure. 
because it had the unusual combination of properties required 
for that job: Toughness, resiliency, compressive strength, re- 
sistance to oxidation, freedom from adhesive tendencies, and the 
ability to be molded to close tolerances. 


The valve plug containing the 


Nylon was chosen 
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C or D 
(not 
visible) 


GREATER USE of plastic parts than ever before is shown in the 
new Kelvinator refrigerator. All of these parts are injection 
molded of polystyrene: (A) Drip receptacle, formerly made of 
glass or metal; (B) defrost receptacle; (C) one-piece baffle, to 
separate evaporator from warmer food compartment, previously 





made of metal or paper-phenolic laminates; (D) two-piece in- 
sulated baffle (either C or D used); and trim provision com 
partment parts; (E) top, (F) bottom, (G) strikeside, CH) hinge- 
side, (I) right and left sides. These parts were formerly made of 
painted phenolics or metals, and polished stainless steel. 





eee Refrigerator Parts Use of Polystyrene and 


A POPULAR misconception is that 
polystyrene is used only because of its 
low cost. Nothing can be further from 
the truth. Polystyrene has its own dis- 
tinctive special properties, just as the 
phenolics and the acrylics do; it is for 
é these properties that polystyrene is be- 
! ing applied in so many products. One 
field where polystyrene seems to be 
gaining increasing importance is in the 
manufacture of refrigerators. From a 
modest start, a point has been reached 
where one manufacturer of refrigera- 
tors, the Nash-Kelvinator Corporation, 
Detroit, Michigan, uses nine different 
parts molded of polystyrene. The func 
tion and relative size of each of these 
parts 1s CX} laine d in the captions under 
he accompanying illustrations 
In examining these parts it becomes 
that 


ipparent only polystyrene could 


have fulfilled the peculiar combination 
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Section Moldine 


required in refrigerator 
manufacture. Most of these parts 
must operate at temperatures ranging 
from 25 to 45 F, and at relative 
humidities from 65 to 85 percent 
Polystyrene is one of the few plastic 
materials that can withstand continu 
ous exposure to such conditions, and 
still retain its dimensional stability. 
It is interesting to note that, in this ap 
plication, polystyrene replaces glass, 
metal, and paper base phenolic lami 
nates. 

The second important 
using polystyrene is that it can be in 


of properties 


reason for 


jection molded in extremely large pro 
jected areas I he evaporator doot 
we ighs twelve ounces and has a pro 
jected area of 120 sq. in The one 


piece baftle, which separates the cold 
area in the evaporator from the warmer 


food compartment, is an even larger 


PRODUCT 


f 


l rend in Refrigerato 


molding, and runs the entire width o! 
the refrigerator. Nash-Kelvinator has 
established its own plastics division in 
Milwaukee to do most of the molding 
It molds all of the sides of the trin 
provision compartment—top, botton 
strike side, hinge side, and right 
left sides—of Dow's Styron 666. The 
other four parts are molded of pol) 
styrene by molders for K 
vinator l 


custom 


Thermoplastic Sheet Possibilities 


Just as the rapid forming of 
steel revolutionized 
machined 
stampings, so the fabrication. of 


produ tion 


castings to finis! 
plastics promises equally new fi 
appli ation 

In a new process 
stock, molding power, sometimes v 


instead ol 
core material, is compression n 


ENGINEERING SEPTEMBER hh 





in- 


m 
Ige- 
ot 








REFRIGERATOR shelf supports, 
molded of polystyrene, have re- 
cently been developed by the Sim- 
mons Fastener Corporation, Albany, 
N. Y. Complementing metallic sup- 
ports of the same type, these sup- 
ports lock and unlock with a 
quarter turn. They contain steel in- 
serts for greater strength. As shown 
in the illustration, the spring wire, 
which is twisted at installation, pro- 


vides high torsional strength to withstand vibration, and 
Similar components are being 
developed of ethyl cellulose and cellulose acetate butyrate, 
for automobile dashboard plugs and ornamental knobs. 


enables quick assembly. 


B 


into a laminate or thermoplastic sheet. 


This is a blank that is determined by 


shape and size of the finished part. 
The sheets are heated to forming tem- 
perature and then placed in a die to 
be drawn to the required shape. The 
properties of the finished mi 
letermine the resin that is used. 

Woodall Industries, Inc. of Detroit, 
Michigan are now hot forming sheets 
f polystyrene for a refrigerator baffle 
which separates the freezing compart- 
ment from the cold section. 

Use of sheet plastic extends the 
feld to which these plastics can be 

ipplied, and is not a substitute for 
hi led plastics. In fact, molded 
polystyrene plastic stiffeners are in- 
serted in the assembly to take the 
screws which attach the meat compart- 
nent guide rails to the bottom of the 
afle plate. 

Polystyrene was chosen also because 
f its dimensional stability, its ex- 


uct also 


tremely low moisture absorption, and 
\ecause it is non-corrosive and has 
high heat insulating value. 


Th present size limitation of this 
Woodall process is the dimensions 2 
the plastic sheet, which are 37 x 57 
For the t pun shown, the thickness. is 
Wout 0.093 ın., 


NOT IC 


and this is uniform 
Parts formed 
‘fom these sheets are unusually stable 
and form because the 
tiginal sheets are made strain free. 

A simple cast iron die is used to 


whole sheet 


n dimension 


Propucr ENGINEERING 


SEPTEMBER, 





form the parts The sheet to be 
formed is clamped between the die and 
the pressure plate and air applied from 
above to make the sheet conform to 
Air is applied to the finished 
or exposed surface so there will be no 
die marks on it. This gives a high 
lustre finish. Deep draws and lettered 
instructions are molded into the sheet 
by this process. 


the die 


The baffle is a composite piece hav- 
ing top and bottom elements formed 
from sheet plastic with a Fiberglas 
insulating pad between them. They 
are sealed together with an adhesive 





THE Admiral refrigerator 
freezing unit door, weighing 
14 ounces, is molded of poly- 
styrene by MacDonald Man- 
ufacturing Company on a 16- 
ounce Improved Paper Ma- 
chinery Corp. injection press, 
using a 45-second cycle. 


made from polystyrene and a solvent 
Two molded polystyrene brackets ar 
inserted to take the screws which hold 
the metal rails on the bottom of thc 
baffle. 

The baffle shown in the accompany 
ing illustration is part of a produc 
tion lot made for Crosley by Woodall 
However main production of the 
Crosley refrigerator baffle is by injec- 
tion molding. The large injection- 
molded C rosley baffle has a projected 
area of 367 sq. in. and weighs 5.1 Ib 
Ribs, bosses and decorative curves ar« 
molded in. 





Woodall Industries 


COMPLETED BAFFLE, consisting of two parts which are hot-formed from polystyrene 
sheet. Metal rails are attached to the bottom with Phillips-head screws. Overall dimen- 


sions: 25 in. long, 16 in. 
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wide and 1.125 in. 


thick. 
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1 Basic assembly of the Kodak Duaflex camera body 2 Left panel, injection molded of black 3 Close-up showing how the stamp 


4 


is made up of these sub-assemblies. Assembly com- polystyrene. Note the molded-in metal shutter subassembly is fitted i 
mences with the joining of the shutter sub-assembly grooves which enable the operator to fit the Duaflex camera’s panel. Grooves hol yee 


and the left panel. Camera is 24 x 2} reflex-type. the parts into the proper position. the parts in place. eens 

* n rive 

Phot h uipment|: 

... Photographic Equipment: 

mo. 

on 

A CAMERA is a product that makes Phi 

the most exacting demands on the i N l 

5 skill of the design engineer. Not only exp 

is surface appearance extremely im n 

portant, but parts must fit together E vie 

precisely for efhcient performance R . Cat 

hence dimensional stability and resist in 
anon da ioa. a a 5 assemblies include: duce the camera with aluminum side 
are basic requirements of the ssetestalo l. The sheet aluminum back panels as well as aluminum front and 
} 2. The shutter. back plates. As proposed, these alu- 
T 3. The front—made of sheet alu minum side panels would have been 
[he Kodak Duaflex camera, a rela minum. painted black. However, cost esti- 
tively inexpensive new reflex-type i. The winding key mates and other considerations changed 
camera makes use of polystyrene for 5. The spool center bracket the plan. As a result, black poly 
one of its basic parts Production 6. The side panel—made of poly styrene (supplied by Dow Chemical 
sts of this camera have been radically styrene—designed to align and sup Co.) —injection molded in a multiple 
reduced through the use of sub-assem port all other sub-assemblies. cavity. dic— was selected for the sides 

lies, and stamped metal parts. These Originally it was intended to pro- Where it was necessary to locate 
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VIEW FINDER HOOD of Kodak Tourist camera is injection LENS COVER for redesigned Kodak Duaflex camera (d scribed 
molded of cellulose acetate butyrate, in two parts. In addition above) is molded of polyethylene. The lens shield protects bot! 
to forming the top cover of the camera, the unit acts as a holder the finder and objective lenses of the camera. The polyethylene 
for accessories. It also facilitates assembly of view finder optics. lens shield takes the place of a case. 
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Lower wall housing which protects 
the film—except the area to be ex- 
wed — is inserted into slots in the 
a's side panel. 


>S No 


rivet in the panel, the rivet was bar- 
reled to accommodate the cold flow 
characteristics of the plastic. The 
molds for the left and the right panels 
ontain eight cavities each. 


Photographic Accessories 


Use of cellulose butyrate has been 
expensive in auxiliary units, as shown 
in the accompanying illustration. The 
finder for the Kodak Tourist 
Camera is injection molded of butyrate 
in two parts. 


VIEW 


This unit has three 


side 
and 
alu- 
een 
esti- 
ged 
oly- 
ical 
iple 


des 








‘un 
= CHEMICAL resistance and non-break- 
E ability led to choice of polyethylene for 
nt 3 . 12 
je this photographic developing tank of un- 
usually large dimensions. 


) ` 
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The camera's right side panel (molded 
polystyrene) is added. The parts al- 


ready inserted in the left side panel fit 
into grooves in the right side panel. 


important functions in the camera: 

1. Allows for easier assembly ot 
view finder optics. 

2. Forms the top cover for the com 
plete camera. 

3. Acts as a holder for photographic 
accessories. 

The Kodak flash holder has a bat- 
tery case molded of black butyrate 
and a head molded of gray butyrate. 
The reasons for using butyrate were: 
excellent impact strength and dent re- 
sistance; attractive two color effect; 
insulation is obtained through the 
plastic parts, thus saving extra insula- 
tion and reducing assembly difficul- 
ties. 

The Kodak tray siphon has been re- 
designed in gray cellulose acetate 
butyrate; hard rubber was formerly 
used. The hard rubber unit had three 
parts held together mechanically; the 
butyrate design calls for two molded 
sections. The new design permits a 





FLASH HOLDER combines two colors of 
the same plastic: Battery case is molded 
of black cellulose acetate butyrate and the 
head is molded of gray butyrate. 
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The single threaded tie rod that holds the camera 

assembly together is inserted. Tie rod and a single 
nut hold the camera together. Time required for this 
assembly is about two minutes. 














more attractive color and considerably 
reduces the cost of the finished prod 
uct. It is and 
withstands normal city water pressures. 

Polyethylene, through its resistance 
to moisture and chemicals, flexibility « 
and ease of molding, is being adapted 
to many photographic parts. The pro- 
tective lens shield for the redesigned 
Kodak  Duaflex camera, described 
above, is molded of polyethylene sup 
plied by the Bakelite Corporation. As 
shown in the accompanying illustra 
tion, the lens cover protects both the 
finder and objective lenses of the cam 
era. 

Chemical resistance and 
bility led to the choice of polyethylene 
for an unusually large developing 
tank. Shown in the illustration, it is 
molded by Plastic Die and Tool Cor 
poration, Los Angeles, for use in auto 
matic photo-taking machines made by 
Auto-Photo € ompany of Los Angeles 


corrosion resistant, 


- 1 
UNDCana 





TRAY SIPHON of gray butyrate has the 
following parts: (1) Nozzle; (2) orifice; 
(3) supply channel; (4) siphon inlets; 
(5) siphon tube; and (6) outlet. 
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Fenneseee Eastman Corporation 
CELLULOSE ACETATE BUTYRATE steering wheels are used 


motor car. 


on practically every make of leading U. S. 


plastic, molded over a metal insert, 


provides a surface that is 
pleasant to the touch and is proof against chipping or peeling. 


The tough 
stop lamp. 





REAR TAIL LAMP on Cadillac, with lens injection molded of a 
red heat-resistant acrylic plastic, serves as both tail lamp and 
Acrylics have better weather and age resistance than 
other transparent plastics, and optical properties are excellent 


.. . Automotive A plications 


PLASTIC MATERIALS have proved their 
value in automobile construction. Ac- 
cording to a member of the General 
Motors research department, the fol- 
lowing kinds of plastics were used in 
nearly 200 parts of a General Motors 
car, in the medium price range: 


Phenolics .1.3636 Ib. 
Cellulose acetate 
butyrate 
Cellulose nitrate 0.0389 
Methyl methacrylate. .0.6095 
Vinyl polymers .....1.2670 


Urea formaldehyde . .0.0265 


.0.8698 


Among the larger pieces is the 
steering wheel, which is molded of 
cellulose acetate butyrate, around a 
metal insert. The cellulose acetate 
butyrate in steering wheels is sub- 
jected to laboratory temperature aging 


tests ranging from —40 F to 180 F 
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A cyclic program is followed, with a 
completely molded and finished steer- 
ing wheel subjected to the following: 


24 hr at 175 F dry humidity; 
24 hr at —40 F; 
24 hr at 175 F at 65 to 70% 


relative humidity ; 
and 24 hr at —40 F. 


During this aging test the plastic 
must not crack at any point. The re- 
sults obtained agree with actual serv- 
ice results and it is now the practice 
to perform the same tests for routine 
control of quality in production. 

Two mechanical tests are performed 


on the steering wheel. They are 
known as a “cantilever” test and an 
“impact” test. 


The steering wheel used in the 
cantilever test is an aged wheel which 
has been cooled for 12 hr at —10 F. 


Propuct ENGINEERING — SEPTEMBER 


/ 


Mounted on a test fixture at the hub. 
the wheel is subjected to a 200 Ib load 
applied downward at the rim at righ 
angles to the plane of the wheel 
Conditions include: (a) Division o! 
the load at each side of one of the 
spokes, and (b) concentration of the 
load at a point on the rim equidistant 
from two spokes. When there are 
failures in this test the plastic usually 
cracks at the point of intersection 0! 
the spoke and the hub. 

The impact test is designed to dete 
mine the ability of the steering wheel 
to withstand the effects of acci - 
without breaking, so as not to injut 
the driver. In this test the aged whe! 
is mounted approximately as in a 
automobile and a 100 lb sand bag 5 
swung from a height of 30 in. Nc ithe! 
splintering nor shattering of th plas 
tic, nor failure of the welds of joint 
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on the metal inserts of the wheel ts 
dc eptable. 

Phenol formaldehyde and related 
materials are molded into distributor 
assemblies. This resin is also impor 
ant as an adhesive ingredient in the 
bonding of brake linings (see article 
Industrial Adhesives’, Propucr EN 
GINEERING, December, 1947 ) 

An evident trend in the automotive 
industry is the use of transparent acryl- 
ics (methyl methacrylate) for lamp 
lenses. As shown in the accompany- 
ing illustration the rear tail lamp lens 
on the 1948 Cadillac is injection 
molded from a red heat-resistant 
acrylic formulation. The lamp, of 
which this lens is a part, serves as a 
tail lamp and a stop lamp. This mate 
tial has superior weather and age re- 
sistance to other transparent plastics, 
and better impact resistance than glass. 
Experiments with large size lenses are 
now being carried on, and it may not 
be too many years before all other 
lenses in our automobiles are molded 
of ac ry lic plastics. 

Production costs of truck tail lights 
have been reduced by the development 
of a technique for extruding the plastic 
lens. Made of red acrylic resin, the 
extruded lens effects savings especially 
in comparatively small runs. Conven- 
tional tail light lenses are injection 
nolded. After extrusion, the strip of 
plastic for the lens is cut and shaped 
to fit an aluminum frame. Production 
can be geared to any volume of manu 
facture, 

The extruded lens has all the advan 
ages of other lenses and reflectors for 
iutomobiles made of the same material 
y different methods. It is weather- 
resistant, motsture-resistant, and shat- 
er-resistant. It is stable over a wide 
range of temperatures, has excellent 
light diffusion properties and is ap- 
proximately three inches in length, two 
inches wide, and one-eighth of an inch 
thick at the thickest point. 

By far the largest use of plastics in 
the automotive industry is in making 
paint or lacquer. On the "average" 

rt whose plastics components are an- 
ilyzed above, it required 80 Ib of paint 
ind thinner for the finish. In spite of 
osses in. production, and evaporation 
I thinner, it is a fact that a car weighs 
2S lb more when painted than un 
ainted 

There is evidence that plastic lami- 
fates and other sheet composites will 
‘ventually replace much of the up- 
holstery material now used on the in- 
erior sides of the automobile. 


A start in this direction was made in 
the use of low pressure laminates on 
he interior of the DeSoto Suburban 
"ation wagon (see "Recent Develop- 
ients in Plastics and Rubber”, PROD- 
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UNUSUAL ELECTRIC SWITCH for an automobile carburetor incorporates 
a complicated housing molded of a phenolic compound. The piston operates 


in the housing to make and break the circuit. 
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MOLDED PHENOLIC HORN BUTTONS on new Ford trucks were the 
source of a production problem because of undercut flanges, which hold the 
button to the steering post. Parts shown were molded in one piece. 





Bakelite Corporation 
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AUTOMOBILE radio an- 
tennas are insulated with 
two thermoplastics. To as- 
sure resistance against 
weathering and abrasive 
road materials, antenna 
lead-in wires are insulated 
with extruded polyethy- 
lene, and the whole wir- 
ing unit is encased in a 
vinyl plastic jacketing. 
Resistance of these mate- 
rials to oils and solvents 
is excellent. 
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REDUCTION of static inter- 
ference, increased safety from 
static hazards, and reduction 
of maintenance and installa- 
tion costs are improvements 
in airplane antenna systems 
attributed to polyethylene. 
Tension units, tee splices and 
strain insulators are now 
completely insulated with 
polyethylene, resisting a 200- 
kilovolt stress over a —50 to 
130 F temperature range. 


UCT ENGINEERING, April 1947 issue). 

An interesting method of combat- 
ting corrosion in trucks and busses is 
being used by the GMC Truck and 
Coach Division, General Motors Cor- 
pnm In order to protect clutch, 
brake and other control rods on the 
underside of these large vehicles from 
corrosion and roadbed abrasion, spe- 
cial rods coated with cellulose acetate 
butyrate are being supplied by Samuel 
Moore and Company, Mantua, Ohio. 
The actual extrusion is being done by 
Carter Products Corporation, Cleve- 
land, Ohio. Extruded of a yellow 
formulation, the thickness of the coat- 


ing is 0.015 in.; tolerances are plus 
0.000 in. and minus 0.008 in. Use of 


this seamless coating has greatly in- 
creased length of life of the rods. 

A new concept of engine vibration 
control has been incorporated in the 
1948 Buick. These GR.S synthetic 
rubber mountings control engine vibra- 
tions. as. well as chassis vibrations 
caused by road conditions. 

In dealing with engine mountings 
designers usually stopped with a solu- 
tion to the frequency aspect of the 
problem and made little effort to intro- 
duce damping. The Buick engine 
mounting consists of a three-point sus- 
pension with two mounts at the front, 
one on each side, and a rear mount 
consisting of two separate parts—lo- 
cated the torque tube ball joint at 
the end of the transmission. 

C omprehensiv e tests on various ma- 
terials demonstrated that GR-S rubber 
has inherent internal frictional char- 
acteristics — high hysteresis value - 
that gives it unique damping "- 
ties. The damping quality of a GR-S 
mount is equal in performance to 
natural rubber mounts used with 
special mechanical dampers. 
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Electrical Parts 


An automobile carburetor, devel- 
oped by the Eclipse Machine Division 
of Bendix Aviation Corporation, em- 
ploys an unusual electric switch, 
molded by Plastic Research Products 
`o., Urbana, Ohio, from a phenolic 
formulation supplied by Durez Plas- 
tics and Chemicals, Inc. The problem 

was to make a complicated housing in 
which a piston operates to make and 
break the circuit; metal contacts on the 
inside of the housing had to be com- 
sletely free of molding flash with the 
brass surface of each contact exactly 
flush with the plastic inner cylinder 
wall of the housing. A further com- 
plication was the necessity of holding 
the brass inserts, which form the in- 
terior contact point, in exact relative 
position without movement during the 
molding process. The problem was 
solved by molding both piston and 
housing at the same time, eight of each 
to a cluster, thus cutting down costs. 

By means of skillful molding, the 
molded phenolic horn buttons form 
functional parts of the new Ford 
trucks. As shown in the accompany- 
ing illustration, the button has three 
undercut flanges, or "fingers" which 
hold it on the steering post. It was 
the operation of undercutting the 
flanges that previously caused trouble, 
considerably increasing the unit cost of 
the piece. As made by Plastic Research 
Products Company, the button was 
molded in a single operation with the 
undercuts molded in. Since the threads 
are molded in, the piece is manually 
removed from the die by a simple 
reverse turn. Another reason for 
choosing this plastic is that the part 
is used with electrical contacts. 

The problem of properly protecting 








Du Pont Compan 


and insulating automobile and aircraft 
radio antennas is being solved through 
the use of extruded polyethylene. Au- 
tomobile radio antennas, in addition to 
withstanding sever weathering, must 
resist abrasive action of road materials 
thrown up by the wheels. To assure 
long-lasting antennas, Ward Products 
Corporation is insulating antenna lead- 
in wire with polyethylene, and encas- 
ing the whole wiring unit in a vinyl 
plastic jacketing. These plastic ma- 
terials possess excellent electrical in- 
sulation characteristics, resist water, 
oil, grease, gasoline, chemicals, abra- 
sion, and are non-flammable. Be- 
cause of the extremely low power 
factor of polyethylene at radio fre 
quencies, thin diameter insluation is 
possible, and a smaller lead can be 
used. 

Polyethylene insulation is also con- 
tributing to the improvement of a new 
airplane antenna system. As shown in 
the accompanying illustration, tension 
units, tee splices and strain insulators 
are now completely insulated 
polyethylene, which will resist a 200 
kilowatt stress over a temperature 
range of minus 50 F to 130 F. Made 
of formulation supplied by DuPont, 
the insulation is molded by Trimold, 
Inc., of Kenmore, N. Y., for Frederi 
Flader, Inc., of North Tonawanda, 
N. Y., manufacturers of the new an 
tenna system. Wiring in the antenna 
system is also insulated with polyet thyl 
ene which is extruded directly on the 
solid-copper-weld, 0.051 in. diameter 
wire. Use of polyethylene insulation 
on the various antenna system paro 
eliminates the expensive, painstaking 
taping formerly required to insure 
minimum radio interference; also 
polyethylene resists electrostatic dis 
charge. 


with 


PropucT ENGINEERING — SEPTEMBER, 1948 








subs 





the 
take 





such 
teet] 





enco 





aus 
Che 
teste 
aus 


On 
ent 


tact 


uir 


NT 








ure 
icts 
ad- 


wer 
rre- 
| IS 


be 


on- 
1eW 
| I 
0n 
tors 
viti 
201 
ture 
ade 
ont, 
old, 
jeric 
nda, 
an 
nna 
hyl 





Textile Machinery 
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Bobbins 


BOBBINS on textile braiding machines 
ave been the source of more material 
substitution than perhaps any other 
textile machine part. This is caused by 
he exceptional stress and abrasion 
taken by such parts. As can be seen in 
the accompanying illustrations of two 
such parts, one end of the bobbin has 
teth which engage metal pawls, hold- 
ng the thread tight, and cutting down 
yack lash—this is one source of shock 
ind wear. A different type of strain is 
encountered when the material being 
wound on the bobbin twists more 
tightly as the tension is increased ; 

especially high constrictive force is 
aused when nylon is being processed 


Chemical resistance of the part is 
ested when the bobbin is cleaned in a 
austic solution. 

The Narrow Fabric Company of 
Reading, Pa. uses these bobbins on a 
— machine that makes such 
m as shoe laces and fishing 


n Fomei compression molded of 
ii compound, impact strength 
f the bobbins was too low—teeth 
hipped and there was breakage when 
he bobbins were shipped back to the 
exile "thrower". The problem was 
olved by injection molding the bob- 
uns of ethyl cellulose. Molded by 
Atlantic Plastics of Flushing, N. 
the bobbins made of ethyl cellulose ex- 
ibit high impact strength and are 
therwise satisfactory. 
Justifying the suggestion made by the 
Hercules Powder Company for the use 


f ethyl cellulose in this applic ation, 
nother manufacturer is injection 
nolding a similar line of textile bob- 


ins from this extremely tough cellu- 
sic plastic. The Dillon-Beck Com- 
any of Hillside, N. J., has announced 
. line. of proprietary plastic bobbins 


‘esigned for use on No. 1 braiding 
nachin 

Thermosetting plastics, including 
oth molded and cast resins, and other 
ynthetics have formerly been tried 
milar pplications, as textile machine 
signers sought a more durable and 
nger lasting material than the con- 
entional hardwoods used to manu 
Xture the bulk of the industry's re 
urements None of these, however, 
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could provide the toughness and re- 
sistance to impact that needed. 
The exceptional toughness of the ethyl 
cellulose is indicated by the fact that 
it can usually resist the tremendous 
compression of tightly wound nylon 
yarn, while the other materials re- 
quired an inner support of metal to 
prevent crushing. 

Resistance to wear of the ratchet 
head which is an integral part of the 
another feature 


Was 
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Ravon Spinning Units 


The manufacture of rayon involves 


the "spraying" of raw stock through a 
nozzle into a concentrated acid bath, 


to form a filament. Action of the acid 
externally and the plastic internally 
constitutes an important problem in 


the choice of materials for the tube 
and nozzle elements which carry the 
plastic under the bath 

Glass tube elements with lead fit 


tings have been used in the past, but 
involved serious breakage problem, 
as the spinner heads are handled fre 
quently for cleaning, and are swiveled 
in or out of the bath according to 
production requirements Stainless 
steel has been tried, and found satis- 
factory in relation to the plastic stock, 
but not sufficiently resistant to the 
highly corrosive acids used. 

The special products division of The 
Parker Appliance Company, Cleve- 
land, proposed a solution in the form 
of an assembly composed of specially 
molded vinylidene chloride (saran), 
a thermoplastic, which has been widely 
accepted as standard. A simple goose- 
neck is made of saran extruded tube, 
and molded saran fittings, which are 
assembled on the shaped tube and 
tube shoulder is cold formed on a 
mandrel. Where larger units are used, 
stainless steel inserts are used inside 
the tubes for strength. 

Of special interest is the thread 
form designed by Parker to make saran 
molded fittings practical, avoiding cold 
flow tendencies which would dest roy 
the seal if a normal V-thread were 
used. The Parker thread is almost 
square, but with a slight reverse angle 
on the sides. The dovetail 
clinching which holds indefinitely 


effect 1s 
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TEXTILE MACHINE BOBBINS, injection molded 
of ethyl cellulose, must withstand impact and abra- 
sion of engaging pawls, as well as constriction of 
tightly-wound yarn. 


RAYON GOOSENECK shown made of saran ex- 
truded tubing and saran molded fittings, combine 
strength nal resistance to corrosion. Dovetail 
thread forms on the saran fittings solve the cold- 
flow problem. Fitting at lower left is of the former 
lead type used with glass tubes. 


FLYER BLOCKS, textile spinning-machine parts 
that keep yarn under control during twisting, are 
injection molded of nylon. The nylon flyer blocks 
need no lubrication even when whirled at speeds up 
to 15,000 rpm. They are made in 3 sizes, from 14 
to 14 in. long, and in two colors, black and natural. 


Du Pont Company 


Dure: Plast ir Send Che nisels. Inc 
VENTURI throat of an hydraulic jet as- 
sembly of a water pumping system is cast 
phenolic, combined with a metal tube. 


WASHERS for automobiles and railroad cars are made up of brushes that are molded 


of a phenolic plastic. Replacing wood, 


the phenolic brushes are lighter and less 


expensive than metallic units. They have high impact strength and resistance to alkalis, 


Hydraulic Components Plastics are Chos 


Water Pump Venturi 


AFTER DESIGNING a water pump sys- 
tem superior to any previous model, 
engineers of the Johnston Pump Co., 

York, Pa., found themselves con- 
fronted with the problem of produc- 
ing the venturi throat for the hydraulic 
jet assembly with which the pumping 
system is equipped. Although a spe- 
cial metal alloy had been found satis- 
factory for the jet nozzles and the in- 
terior of the venturi throats, its cost 
was found to be out of line because 
of the shape required too much ma- 
chining time. Further, it was found 
that each nozzle had to be matched 
and carefully aligned to each throat. 
Variations as slight as 0.005 in. in 
bores and alignment affected the eff- 
ciency of the unit. 

The answer was found in a phenolic 
casting resin (Durez), used in com- 
bination with a simple metal tube for 
the venturi throat. Not only were 
costs reduced, but the entire assembly 
was lighter in weight, cutting down 
handling and shipping charges. Ma 
also lowered 
throat, the 


erial costs were 


lo produce the venturi 
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inside of the metal pipe sleeve is 
coated to prevent attack by the acid 
accelerator in the casting resin. A pre- 
cision-machined mandrel, Solent in 
three sections, gives the desired form 
to the resin. With the metal tube in 
place on the mandrel, the assembly is 
n laced within the pipe sleeve and the 
liquid phenolic casting resin poured 
in. When the resin hardens and cures, 
the sleeve, cast resin and tube become 
a homogeneous unit. The normal 
shrinkage of 0.002 in. per in. is taken 
into consideration in the design of the 
mandrel around which the resin is 
formed. To further hold the three 
elements together, a small groove is 
machined at one point on the inside 
of the pipe sleeve. 

Most important properties of the 
casting resin for this application are 
resistance to wear and corrosion. The 
smoothness and gloss of the wearing 
surface of the phenolic resin are de- 
termined by the finish of the mandrel. 

The venturi throat is the point of 
greatest wear in jet assemblies. They 
are used in water pumping systems, 


| 


serving mainly in rural areas where a 


municipal water supply i is not available. 


PRODUCT 


Car Washer 


Another application involving 
sistance of a phenolic plastic to run 
ning water is a new car washer molded 
by the plastics division of the General 
American Transportation Corporation 
Chicago, Ill., of a phenolic plastic sup 
plied by Durez. Manufactured by thi 
Whitin,g Corporation, Harvey, Ill 
for the Fuller Brush Co., the washer 
consists of a series of w ater sprays and 
revolving brushes mounted vertically 
on shafts. Busses and railroad cars 
driven between two sets of thes 
shafts, are thus thoroughly washed and 
cleaned. Wooden cores with bristles 
fastened permanently in place were 
originally used. However the woo 
changed dimension and split when ex 
posed to water. Stainless steel, 
minum and other metals were 
sidered but were found to be too hi; 
priced and too heavy for the applic 
tion. Ordinary steel would corrod: 
cause of the strong washing soluti 

Designed of phenolic plastic. 
molded parts are 50 to 60 px 
lighter. than 
than 


aluminum and costs 
20 percent as much. No ma 
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Corprene 
washer. 
~ 


S ynthetic 
rubber 


Butyrate 
housing <” 


SELF DISPENSING FLOOR WAXER depends on a plastic 
When the waxer is tilted, a 
small amount of war is deposited on the floor, by means of a 


valve unit for efficient operation. 


ing is necessary, since the parts are 
molded to extremely close dimensional 
tolerances, permitting complete inter- 
hangeability. Additional advantages 
of the phenolic plastic are its resistance 
to mild alkalis and high impact 
strength. 

As shown in the illustration, the 
core is molded in two halves and holds 
20 specially developed brush strips. 
Brass inserts are molded in and brass 
cap screws lock the core around a 21 
in. double-keyed shaft. 


Plastic Valve Unit 

in economical all-plastic bottle 
holder and valve unit designed and 
manufactured by the Parker Appliance 
Company, Cleveland, is the a ele- 
ment of a new labor-saving device. 
When the Sherwin-Williams floor- 
waxer is tilted, a plunger is depressed 
to deposit on the floor just enough wax 
to efficiently polish a small floor area 
Operation depends on the valve unit. 

principal valve parts are of 
d cellulose acetate butyrate, ol 


ulliient strength to support the 
) ` " 
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weight of a full bottle. A spring- 
loaded plunger valves the wax for 
dispensing. 

An O-ring, molded by Parker of a 
synthetic rubber compound of its own 
formulation, gives a perfect seal with 
less than 2 Ib. spring pressure. 

The design is significant in that it 
points the way to many other plastic 
valve applications where a good seal 
can be obtained economically. 

Perhaps the most interesting part of 
the valve unit is the washer that seals 
the screwed-in bottle. Made of a cork- 
neoprene combination, this material 
possesses the compressible character- 
istics of both cork and elastomeric ma- 
terials, plus the imperveability and re- 
sistance to deterioration that is char- 
acteristic of neoprene. 

In these cork-neoprene composi- 
tions, the compressibility characteristics 
can be varied by changing the propor- 
tions of neoprene and cork in the mix- 
A measure of the compressibil- 
ity of mixtures of neoprene and cork 
can be determined from the load de 


turc 


t tron characteristics of an ünconfined 
sample as compared with a sample 
1948 









Parker Appliance Company 


spring-loaded plunger. The principal valve parts are molded of 
cellulose acetate butyrate. The “Corprene” 
neoprene compound, seals the screwed-in bottle. 


washer, a cork- 


compressed within a confined space 
Gasket compositions containing in- 
creasing amounts of cork are softer 
and deflect more under a given load 

Neoprene—cork compositions are 
suited to applications where the seal 
ing pressure on a gasket is variable. 
Localized high sealing pressure on 
these gaskets merely produces greater 
compression of the composition at that 
point without distortion of the entire 
gasket. Indicated applications are pack- 
ings and gaskets that resist oils and 
hydraulic fluids; transformer that must 
be impervious to oil, water and gases; 
and applications that require a seal 
between glass, porcelain or plastics 
and metal. 


Pump Shaft Seals 


Automatic pump shaft seals, manu- 
factured by the Schwitzer-Cummins 
Co. of Indianapolis, consist of several 
assembly parts enclosed and protected 
against rust and corrosion by a rubber 
sleeve or housing made from nitrile 
type rubber manufactured by B. | 


Goodrich Chemical Company (Hy 


I 
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ar). These seals are manufactured in 
a wide variety of types and designs for 
water pumps in automobiles, trucks, 
busses, tractors, washing machines and 
almost any internal combustion engine 

Packing rings, used to prevent water 
pump leakage in internal combustion 
engines, by means of glands and pack 
ing nuts, became loose after short sers 


Seal assembly , Seal washer 








ice, either through wear or by the 
tendency of the pump shaft to run out 
lo prevent leakage of the cooling 
fluid, they continually required tight 
ening, which in time wore the pump 
shaft. Eventually both packing and 
pump shaft required replacement. This 
meant interruption of operation and 
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Ihe first automatic pump shaft seal ‘--Sea/ cup rev. 

d D Schwitzer- | ) 
leveloped by Schwitzer-Cummins con B. F. Goodrich Chemical Compan Pe! 
sisted of a metal bellows with high- i c — i i pes i pr 

isa , AUTOMATIC SHAFT SEAL is designed as a one-piece unit. Compression spring, 
lead bronze sealing disks soldered to I i : * hode 
, : . carbon sealing disk and the nitrile-type synthetic rubber member are assembled and 
the ends. The disks ran against the a : ow 
C. completely enclosed inside a non-corrosive metal case. 

pumphousing on one end and fastened ustr 
to the pump impeller on the other end in v 
This design proved to be a satisfactory ms. 
solution for an automatic pump seal ' eces 
but was too expensive. The metal bel i here 
lows required a laminated material to B Th 
prevent it from cracking, and soldering . fetr: 
sealing disks to bellows was expensive p T 
Ihe metal bellows was replaced y Britis 
with a protective sleeve made from a dvis 


special purpose  nitrile-type — rubber 
ompound, designed according to 
the following specifications: Tensile 
strength 1500 psi. minimum; elon 
ration. at. break-—500 percent. mini 


m; Shore durometer hardness— 55 
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O good compression set and low 
temperature properties. These require 
ments were not uncommon for auto er v. 
motive rubber parts, but certain special 080 
conditions posed new problems. These unce: 
included the retention of a high per IS O 
entage of the original properties, with — $ 480 
maximum spread in volume change enth 
of 5 to 10 percent after agıng at stem 
00 F for 250 hours in a variety of It h 
inti-freeze and other mixtures such as f me 
50 percent ethylene glycol and water ; ttar 
50-50 mixture of alcohol and water; § hit o. 
listilled and. tap water with and with- $ prop 
. > 
out emulsified oil type rust inhibitors ; S V e H ò roune 
: i = i à : 
kerosene; and SAE No. 20 oil Steam aporizer ousing pacer 
Operation of the nitrile rubber "s a m i ive | 
i [HIS VAPORIZER makes use of two phenolic compositions. Entire l 
sleeve proved so successful in prelim i E. ep : hd a 
outer body shell is molded of a "general purpose" phenolic and ‘ 
inary tests that it was incorporated into á . " M « f: al sy 
i the steam chamber cover is molded of a high impact-heat resistant M S 
design of a new, improved seal Tu i ; : , ly 
= phenolic. Functional properties of these materials are low water 
which included such additional fea A * a . hits 
1! 1! : absorption and the ability to resist continuous heat up to 225 F. 
tures as a carbon alloy sealing disk. c ES I its 
rad Plastics were chosen for economy of production, and the lustrous 
bonded integrally to the rubber sleeve. age : a > ai : he n 
i ; finish obtainable without additional operations. The unit was 
hus eliminating the sealing disk as a : : : LE sms . le Ei 
1 ‘ designed by Sundberg-Ferar, Detroit, for the DeVilbiss Company. 
eparate piece; and a sealing flange ‘ 7 0 syst 
LO med to provide cxtreme flexibility j Let 
etric 
, i i i i i OT All 
À Reprints of this section are available at 25 cents each, special price for quantities. orld 
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Adopt the Metric System 


rom "British, American and Metric" by 
urtis L. Bates, Aeronautics Vol. 18, No. 
, 1948. 

T ONE PERIOD IN THE HISTORY of 
e world the architects of large struc- 
res so prided themselves on their 
riginality that they chose new and 
reviously unused units of measure- 
hent for each new undertaking. Such 
procedure would hardly fit in our 
odern world and we have developed 
ow to the point where the entire in- 
lustrial effort of the world is carried 
n with only three dimensional sys- 
ms. Common sense and international 
leessity will one day demand that 
here be but one. 

The three systems referred to are the 
fetric System, the British System, and 
he American System. Dividing the 
british and American Systems is done 
dvisedly. There are enough variations 
etween units in the two countries to 
ake it impractical to consider them a 
ingle system. A comparison of some 
nglish and American units appear in 
e table. There is, of course, consid- 
able question as to whether these can 
e considered systems at all. We speak 
f twelve inches per foot, three feet 
er yard, 5,280 feet per statute mile, 
080 feet per nautical mile, sixteen 
unces per pound (troy). An avoirdu- 
ois Ounce is 4374 grains; a troy ounce 
5480 grains; a fluid ounce is one six- 
enth of a pint. Where is there any 
stem ? 

It has been said that the basic units 
f measurement are relatively unim- 
ortant in themselves. Almost any 
hit of length could be used, provided 
proper system of units was developed 
ound it. As far as basic units are 
bncerned, the yard would probably 
ve been as satisfactory as the meter, 
d a proper system of units, a deci- 
al system, been built about it. Prob- 
bly the whole argument of metric 
hits versus English and American 
hits comes down to this one point: 
€ metric system is a logical system; 
e English and American units have 
0 system. 

Let us examine the status of the 
etric system. 

All the civilized countries in the 
orld except Great Britain and the 
nited States, together with associated 
buntrics, now use metric units for all 


ing, 
and 
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their common measurements. Seven 
countries, including China, Russia and 
Japan, have adopted it since 1920. In 
England and the United States the 
metric system has been legalized for 
use where desired and such use is con- 
siderably more prevalent than is gen- 
erally realized. Further, the metric sys- 
tem is gaining in use year by year as 
additional groups, sometimes whole 
industries, find it expedient to adopt 
the standard. 

Present uses of metric units serve 
to illustrate the point. In the United 
States, the Coast and Geodetic Survey 
uses metric units for base measure- 
ments. The United States Mint uses 
metric weights for coinage. The whole 
chemical industry is geared to the met- 
ric system. Electrical measures are 
based on metric units by Act of Con- 
gress. The American Medical Associa- 
tion now uses metric units exclusively 
in its publications. Precious stones are 
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weighed by the metric carat. The pic- 
ture film industry is partially on the 
metric standard and even the automo- 
bile manufacturers have seen fit to use 
metric threads for sparkplugs. 

It is most significant that a great 
proportion of our scientific thinking 
and calculating is done in metric units. 
Our scientists simply could not be 
bothered with the wheres and whys of 
an illogical system and long ago 
adopted the metric system as a matter 
of course. To a large extent it is the 
practical application of scientific work 
that is spreading the use of metric 
units. 

In the international exchange of re- 
search data it is necessary to either deal 
in the same set of units at both ends of 
the exchange or to translate units at 
the same time as the translation of the 
text takes place. The latter procedure 
is costly and conducive to error. Many 
English speaking research groups have 





Comparison of British and American Units of Measurement 


Definition 











Unit Remarks 
English American 
Yard... 0.914399 meter |0.914402 meter |Apparently of double origin (1) the 
double cubit and (2) the length of 
lan Anglo-Saxon girdle. 
I 
| 
Foot... 1/3 Imperial yd |1/3 U. S. yd Originally length of human foot with 
out further specification. 
| 
Inch... 1/12 ft 11/12 fe lOriginally breadth of a man’s thumb. 
{Romans defined it as 1/12 foot, in- 
Itroduced it into Britain during 
|Roman occupation. One inch = 
12.54 cm has been adopted by 
| \merican Standards Association for 
| industrial purposes. This makes one 
| yard equal to 0.9144 meter. 
| 
Avoirdupois pound .|0.45359243 kg 10 45359243 kg | 
Avoirdupois ounce. .|437.5 grains 437.5 grains | 
Fluid ounce........}1/20 pint |1/16 pint [This ounce is a unit of volume, not 
| | lof weight. 
Ton... 2,240 Ib 2,000 Ib |The “long ton” of 2,240 lb is used 


| 

| 

hioo cu ft (ship 
|volume) 


277 .42 cu in. 


Gross ton. . 
volume) 


| 


Gallon 


|100 cu ft (ship 


231 cu in. 


lin the U. S. for measurement of tin, 
irubber, brimstone, pyrites, chrome 
ore, manganese ore, bauxite, and 
barvtes. [t is the. measure for 
lanthracite coal in the wholesale but 
not the retail trade. It is also used 
for some purposes in the iron and 
steel trade. 

[This is a unit of volume, not of 
| weight. 


| 
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found it simpler to learn to think in 
metric units than to translate them to 
English units. 
In technical 
amount of time 


work a 
sometimes estimated 
as high as 5 percent—4s lost in the use 
of units not having logical system 
dealing with speeds, for example, 
we now deal with four sets of units 
aerodynamic and 
certain other technical work; statute 
miles per hour for some aeroplane 
speeds; nautical per hour for others ; 
and kilometers per hour when giving 
aircraft. performance for international 
use. The confusion resulting from this 
situation is paid for in colc |. hard cash 
in our everyday engineering work. 
The metric system covers only the 
units of length, capacity, and weight. 
We still use a variety of 
measuring temperature: Fahrenheit, 
Centigrade, and Kelvin being 
in common use. We use a partial sex- 
agesimal system as well as radians for 
In the matter of 


feet per second for 


scales for 


s ales 


angular measurement. 
time we usc 
portions of hours and minutes and a 
conglomerate system for times greater 
than one hour. The sexagesimal time 
system leads to a non-decimal relation 
meters per second and kilo 
meters per hour. The 
scale problem is simply one of stand- 
ardization. The difficulties involved in 
angular measurement and time 
tially alleviated by choosing one of the 


a sexagesimal system ror 


between 


are pal 


considerable 


temperature 
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units, the degree, for example, as a 
base and using decimal parts of this 
unit for all smaller subdivisions. This 
practice could be extended without 
changing our basic system. 

It seems certain that the whole field 
of international relations would be im- 
proved to a measurable extent by our 
adoption of the metric system. If the 
English speaking countries were to 
adopt a definite program for convert- 
ing to the metric system, it would be a 
small but certain gesture of goodwill 

an indication of intent to come to a 
common understanding with other 
countries of the world. 

Attempting to apply logic to this 
whole situation we might recapitulate 
as follows: 

1. Most of the countries of the 
world have standardized on the metric 
system. 

2. Much work English speaking 
countries is done in metric units. 

3. Computational work is becoming 
an increasingly large portion of engi- 
neering work. 

i. Efficient computational work re- 
quires a decimalized system of units. 

5. Adoption of the metric for all 
computational work would provide the 
closest approach to a fully decimalized 
system presently possible. 

6. The use of metric units in Eng 
lish speaking countries is increasing 
year by year. 

The one outstanding conclusion of 
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all this is that we will eventually be 
using the metric system exclusively 
The question becomes: Should we al. 
low this to come about by slow, natu- 
ral (and perhaps painful) processes, 
or should definite steps be taker 
make the transition occur more quick! 
and more easily ? 

The foregoing conclusions lea 
the following recommendations as 
liminary steps. It is believed 
results of these steps will point 
way to greater use of the metric sys 
tem. 

1. It is recommended that all mag. 
azines and technical papers use metri 
units as the basic system, with English 
and American units as secondary val. 
ues, as an interim procedure. 

2. It 1s recommended that full dis. 
cussion of this whole problem be z 
vited from all quarters and p: articular 
in the various technical societies. 

3. It is recommended, a broad 
overall policy, that encouragement be 
given to more extensive training in the 
metric system in the secondary schools 

i. It is recommended that the Eng. 
lish speaking nations cooperate fully 
with the International Bureau of 
Weights and Measures, expanding the 
activities of that group if necessary, to 
study the possible benefits of estal blish 
ing a decimalized system for angular 
measure and for time, together with 
a recommended international temper. 
ature scale to be used for all purposes 


D-C Power Sources for Machine Tools 


From “Choosing D-C Power Sources for 
Machine Tools” by L. W. Herchenroeder, 
Westinghouse Electric Corporation, pre- 
sented at April 1948 Machine Tool Forum. 
SINCE ELECTRIC POWER is almost uni- 
versally provided in the form of al- 
ternating current, conversion equip- 
ment is required for direct current 
operated devices on machine tools. 
Three forms of conversion equip- 
ment normally used on machine tools 
The metallic rectifier, which may 
be of the copper oxide or selenium 
type; the electronic rectifier; and the 
motor-generator set. Each has cer- 
tain advant ages and occasionally there 
is confusion as to the proper equip 
ment to use for a given application 
The problem can be simplified 
somewhat by reducing it to two parts 
ey first dealing with a general source 
f d-c power and the second dealing 
aa d-c adjustable speed drives. 
Of first concern is a simple source 
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of d-c power at constant voltage. The 
curves in Fig. 1 give the list price of 
230 volt d-c power sources plotted 
against kilowatt output. 

While the cost of the transformer 
of an electronic rectifier is relatively 
independent of the voltage output; 


“Metallic | 
rectifier | 


List price, dollors 





Kilowotts 


Fig. 1—List price of three 230 volt d-c 
power sources for different kw outputs. 
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the cost of the tubes is determined by 
the current required. For example, if 
the d-c voltage is halved in an elec- 
tronic rectifier of a given kw output, 
tubes of twice the current rating will 
be required. Thus, for a given kw 
output, the electronic rectifier becomes 
more expensive as the output voltage 
is reduced. 

The motor-generator set is the same 
price for 125 or 250 volts in the kw 
ratings herein discussed. Below 125 
volts the higher current increases the 
cost of the commutator and armature 
resulting in an increased price per kw 
for the motor-generator set. 

The metallic rectifier is quite flex- 
ible with respect to output voltage. 
The transformer can, of course, be ar- 
ranged to give any reasonable output 
voltage. By suitable choice of plates 
or disks and circuits, a wide range of 
output voltages can be accommodated. 
Thus the price of the metallic rectifier 


1948 













ely 
€ al. 
natu- 
'sSes, 
n to 
| kly 


ular 
with 
per- 
)ses 


ame 
kw 
125 
the 
ture 
kw 


lex- 
age. 

ar- 
put 
ates 
| of 
ted. 
fier 


A B 









approximately independent of the 
yutput voltage. 

As can be seen in Table I the in- 
tallation cost of metallic and elec- 
ronic rectifiers is approximately the 
same, as they are both static devices 
ind require no special mounting. In- 
tallation cost of the motor-generator 
set is higher, since it is a rotating de- 
vice and must be mounted on a firm 
foundation. 

From the standpoint of maintenance 
he metallic rectifier has a distinct ad- 
vantage. The aging taps on the trans- 
former may have to be adjusted pe- 
riodically for several years, but no 
special maintenance is required. 

On the basis of vibration the metal- 
ic and electronic rectifiers are equal 
while the motor-generator is less favor- 
able because of its rotating parts. 
Voltage regulation of the motor- 
generator set is superior; 3 percent 
eing obtainable by flat compounding 
at no price increase. Regulation of 
electronic and metallic rectifiers 
about the same, being approximately 
10 percent for a self-cooled and about 
15 percent for a fan-cooled selenium 
Regulation of copper oxide 
rectifiers somewhat higher, being 
approximately 30 percent for a self- 

ooled and 15 to 20 percent for a fan- 
cooled unit. Voltage adjustment is 
easily accomplished on the motor- 
generator set by means of a generator 
feld rheostat. Transformer taps must 
x provided to adjust the voltage of 
the metallic and electronic rectifiers. 

Space requirements are, in general, 
greater for the motor-generator set. 
At 250 volts the metallic rectifier re- 
quires the least amount of space at 1 
kw and below while the electronic 
rectifier is smallest above 5 kw. At 
voltages below 250 the metallic rec- 
ifier is generally smaller. 

Usually the metallic rectifier is the 
logical choice for a general purpose 
ic power supply. It is low in price 
nd requires very little maintenance. 
The electronic rectifier comes into the 
picture at 230 volts from 4 to 5 kw 
where it is the least expensive. Since 
practically all machine tool applica- 
ions require less than 15 kw for gen- 
‘tal purpose d-c power, the motor- 
zenerator set is the most expensive 
f the three power supplies. The 
notor-generator set finds application 
where good voltage regulation or ease 
f adjusting the voltage is required. 

Three forms of d-c adjustable speed 
drives are: The selenium metallic 
rectifier adjustable voltage drive, the 
Mototrol electronic adjustable volt- 
ige drive, and the motor-generator set 
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Table I—Comparison of Three D-C Power Supplies 


Rating 1 is the most favorable 


Metallic 
Rectifier 


Lowest 


Price 


Installation Cost. 

- untenance Expense 
Vibration..... 

Voltage Regulation 

Fase of Voltage Ac ljustment 


D-23102 M M 


Except Cases 
o the Right 


Electronic Motor-( jen rator 
Rectifier Set 
| owest For I » a 
+ o es 
230 volts 1 
1 eL Above | kw 
2 to 5 kw 
] ? 
> > 
1 ? 
2 1 
) 1 





Table II—Comparison of Three D-C Adjustable Speed Drives 


Rating 





l is the most favorable 


Selenium Motetrol A\dtustable 
Voltage 
Constant Torque 2 l 
Price 
Constant HP l 2 l 
Speed Range 4 to 1 10 to ] 16 t 
Speed Regulation 3 l e 
Positive Slowdown No No X s 
Smoothness of Acceleration 3 l 2 
Power Supply l l 
Vibration 
Motor 2 l 
Constant Torque Increased Increase One Standard 


Motor Size 


Frame Size 


Frame Size 





Constant HP Standard Increase One Stas 
Frame Size 
Rheostat Size 2 l 2 
Maintenance l 2 2 
[nstallation Cost l l 2 
adjustable voltage (AV) drive. In adjustable voltage d-c drive using a 


simplest form the selenium drive con- 
sists of a transformer, a selenium rec- 
tifier, an adjustable speed d-c motor, 
an a-c linestarter, and a motor field 
rheostat. Speed control is obtained 
entirely by adjusting the field of the 
d-c motor. The selenium drive is, 
therefore, best suited for constant 
horsepower loads. 

The Mototrol electronic drive uses 
grid controlled thyratrons to supply 
adjustable voltage d-c to the armature 
of a d-c motor. Thyratrons may also 
be used to supply the field of the motor 
when part of the speed range is to be 
obtained by motor field control. 
Standard speed ranges at constant 
torque by armature voltage control 
up to 40/1 may be had. 

The AV drive is the conventional 





motor generator set to supply adjust- 
able voltage to the armature of a d-c 
motor. The standard drive provides 
a speed range up to 8 to 1 by armature 
voltage control and up 2 to 1 by motor 
field control for a total speed range 
of 16 to 1. 

These drives are compared in Table 
II in several ways. The AV drive pro- 
vides positive slowdown when chang- 
ing the speed to a lower value in the 
same direction. This is of importance 
in cycle types of operation. 

To compare the drives on the basis 
of vibration, the power supply and 
control should be considered separately 
from the motor. The selenium and 
Mototrol power supplies are most fa- 
vorable from the standpoint of free- 
dom from vibration because they are 
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static devices. The selenium and Mo- 
totrol motors have increased vibration 
because of the pulsating nature of the 
armature current. 

The AV drive has an advantage in 
the size of the d-c motor for constant 
torque drives as the standard frame is 
used. The selenium drive requires a 
larger motor because the base speed 
of the motor is at the lower end of the 
speed range. The Mototrol uses the 
standard frame size in some cases, 
however, it is generally necessary to 
use the next larger frame size because 
of the added losses caused by the pul- 
sating nature of the armature current. 
For constant horsepower drives the 
Mototrol requires an increase of one 
and sometimes two frame sizes be- 
cause of the difficulty of commutating 
the pulsating armature current. 

The power supply and control 
space requirements are not as con- 
sistent as the motor size. The selenium 
drive is the smallest except at 14 and 
2 hp where the AV drive has the ad- 
vantage. The Mototrol is the largest 
up to 5 hp where it equals the AV 
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drive. Above 5 hp the AV drive is 
the largest. The Mototrol and selen- 
ium drive are approximately the same 
size above 73 hp. The Mototrol has 
a definite advantage in the size of the 
speed control rheostat, which is 
mounted in the pushbutton. station. 
Both the selenium and AV drives re- 
quire conventional motor or generator 
field rheostats. 

Selection of the best drive for a 
given application follows no set rule. 
In some cases the drive may be picked 
on a single characteristic. In general, 
a combination of characteristics will 
determine the drive to be used. For 
example, if a speed range up to 4 to 1 
is required at constant horsepower, a 
selenium drive is the logical choice 
because it is low in price and provides 
a simple, maintenance free drive. Con- 
stant torque drives up to 8 to 1 or com- 
binations of constant torque and con- 
stant horsepower over speed ranges up 
to 16 to 1 are best served by the AV 
drive. Wide speed ranges or close 
speed regulation are most economically 
furnished by the Mototrol. 





Electric Power and American Industry 


Abstracted from "Future Electric Power 
Needs of American Industry", an address 
by F. R. Benedict, delivered at the Mid- 
west Power Conference, Chicago, April 7, 
1948. Published by Westinghouse Tech- 
nical Press Service. 

INDUSTRIAL CUSTOMERS represent 
more than half of the power consump- 
tion by all customers. In the 20-year 
period, from 1926 to 1946, number of 
production workers increased 40 per- 
cent, and the kilowatt-hour consump- 
tion per industrial worker increased 
120 percent from 3,841 to 8,426 kilo- 
watt hours. Of this consumption, 
about 70 percent is for motors and 
lighting. 

An historical study, which includes 
both electrical and mechanical power, 
shows that in 1909 about 2.0 of the 
2.9 installed horsepower (about 69 
percent of the total) was mechanical, 
while in 1947 about 6.7 of the 7.2 
installed horsepower (about 93 per- 
cent of the total) was electric power. 
Thus a complete reversal took place 
in a span of about 40 years. To prog- 
ress, Our productivity must increase, 
and more horsepower must be placed 
behind the n But new uses of 
clectric power must be justified from 
in economic stand-point. 

The words "from an economic 
standpoint" mean that the new power 
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use must be justified in terms of the 
cost, quality, and quantity of the manu- 
factured product. The determination 
of these factors is a complicated engi- 
neering problem and requires thorough 
study and evaluation of every manu- 
facturing detail to determine whether 
the desired results can be obtained. 

With the greatly increased costs of 
labor, industry 1s looking with even 
greater favor upon the application of 
highly-specialized automatic machin- 
ery. According to the Bureau of Labor 
Statistics, the average earned rate for 
hourly employees in all manufacturing 
industries in 1939 was 63 cents an 
hour. By November, 1947, this rate 
had soared to $1.26 an hour. This 
labor cost increase has focussed the 
spotlight on any methods that can help 
reduce production costs. 

The whole problem of metals join- 
ing is being thoroughly studied by in- 
dustry at the present time. There are 
many interrelated reasons why the 
use of resistance welding is expand- 
ing and will continue to do so. The 
basic reason is that this type of weld- 
ing is a time-saving joining method, 
particularly adaptable to high produc- 
tion manufacturing. 

Until about: 1933 there was little 
resistance welding of any metal ex- 
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cept low carbon steel, because welding [ ber 
methods then in use were not well § furn 
controlled. The use of ferrous and J trea 
non-ferrous alloys was tremendously § The 
accelerated by the war, when it was | dust 
necessary to develop new methods for f dust 
welding aluminum, magnesium, and R 
stainless and hardenable steels. These [ app 
new methods were made possible [ ing 
through the development of equip. | 10. 
ment for precision control of the weld. | cyc! 
ing current. | 194 
During the war electric furnace 
brazing methods were developed tof — 
a high state of perfection. Today in- 
dustry is finding that these methods 
can be integrated into their manu 
facturing operations. As these fur. [ p, 
naces are usually worked on a con. aces 
tinuous basis, they provide uniform | Bro 
loads that are very attractive. rati 
For the brazing of small paris, | M 
where the time cycle caa be short, in- f Spy 
duction brazing using high frequencies [| i 
of 200,000 to 450,000 cps has shown | ya] 
extreme utility. Similar high-fre- § fyr 
quency equipment is also coming into | jjj 
extensive use in hardening opera | jo 
tions in which accurate control of the J ch 
depth of hardness is required. eM 
Infra-red heating has not yeti res 
reached its proper stature in the in- [| fo 
dustrial field even though the infra- 
red lamp has a low initial selling price |. C 
and requires only moderate additional |. 
equipment for application. Infra-red Fi, 
heat can be used for drying many ma- § to 
terials. It is widely used for drying } co 
paints and varnishes in all industries § th 
and finds about half of its applications |. m 
in these fields. Other uses are rapidly |. «a 
developing in the textile, paper, and] ta 
food industries. or 
Considerable interest is being] ar 
shown in the continuous annealing 
of metal products of all types. In the | B 





cold rolling or forming of sheet metal 
products, the reduction of thickness 
produced by rolling, or otherwise 
forming, hardens the material. After 
a certain amount of cold work is done 
on the material, it must be annealed, 
and it then continues through its 
process. In some operations, it is 
necessary to anneal as often as five 
times during the process. If this an- 
nealing could be done on a continuous 
basis, considerable advantage could 
be obtained in speeding up the process, 
as it would eliminate many handling 
operations. Induction heating, using 
frequencies from 60 to 200,000 cycles, 
is being actively investigated and may 
find wide use in industrial processes 
within the next few years. 
Resistance furnaces with controlled 
atmosphere were used in large num- 




























A B S = R A C T S * * * 
ding|bers during the war for continuous and is usually on a 24-hour basis. If ROTATING REGULATOR. The Rototrol 
well f furnace brazing, annealing, and heat- high output tubes in the order of 500 system shown in Fig. 3 also responds 
and [ treating of all types of metal products. kw can be commercially developed, to electrode current and arc voltage. 
ously | The largest user was the aviation in- this type of heating will be attractive Static circuits compare the values from 
was f dustry, although the iron and steel in- in the continuous annealing fields. the furnace circuit; and a rotating ma- 
s for f dustry was a close second. At the higher frequencies above chine supplies variable voltage output 
and | Radio frequency heating was also two megacycles, two general fields ap- of correct polarity and magnitude to 
'hese applied during the war to the reflow- pear to be most attractive. The first the electrode motors. In a recent test 
sible f ing of tin on tinplate. Approximately is in the heating of dielectric mate- of 50 similar heats each, the rotating 
juip- | 10,000 kw of RF heating at 200,000 rials using frequencies up to 30 mega- — regulator gave better performance than 
'eld. | cycles has been reflowing tin since cycles, the second is in the develop- the balanced beam type. The Rototrol 

1943. This type of load is continuous ment of continuous drying processes. showed somewhat: (1) lower power 
nace consumption per ton of steel; (2) 
1 to quicker heating; (3) smoother opera- 
' jn. tion; (4) less electrode breakage; and 
nods Positioning Control Systems (5) less mechanical maintenance. 
fur ELECTRONIC REGULATORS. A few ex- 
WN | From “Electrode Control for Arc Furn- both arc current and arc voltages as perimental electronic regulators are 
“On: Faces” by $ E. bang and z H. controlling references. As shown in installed. Generally, the results are 
orm | Browning, Westinghouse Electric CorP9 — Fio, 2 regulating element controls con- satisfactory but more experience is 


ration, presented at 1948 AIEE General 
Meeting, Pittsburgh, Pa. 


tractors that apply proper polarity 





necessary before they can be fairly 





— to the electrode positioning motor. compared with other types. 

In- SEVERAL DIFFERENT SYSTEMS are used 

“les Tin arc furnaces to maintain a preset 

"W^ | value of power input. Throughout the Current 

1 re- f furnace heat, such systems automatic- adjusting Cer" 

into " eostot Voltage control field 
ally change the position of electrodes 

era- | to. compensate b: movement of the c 

the charge and consumption of electrode Selfenergizing field 
material. On a recent test, the rotating Rototrol en 

YT regulator gave the best overall per- 

n formance. Basic types of systems are: 

ric€ f CONTACT MAKING AMMETER. The 

nal J current adjusting rheostat, shown in 

red Fig. 1, presets the value of arc current 

ma- f to be maintained. The coil of the 

ing $ contact-making ammeter is so energized 

ries § that it makes contact if the current is 

ons È more or less than the pre-selected 

dly f value. Depending upon which con 

ind f tact is closed, the electrode motor raises 
or lowers the electrodes to restore the 

ing | arc-current to its correct value. 

ing 

the} BALANCED BEAM. An improvement 

tal $ over the current-type, this system uses 

Iess 

ise 

ter 

ne E 

ed. rheosto* 

its Current 

7 J mee mhest aA 

ive contochors 
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Balanced-beam operates on both arc-current and voltage 


Fig. 2— 


1—Contact-making ammeter operates on arc-current. 


Fig. 
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AMPLIFIER OR OSCILLATOR, this small unit can be used to replace 
in many 


circuits. 





vacuum tubes 


Units have produced amplification as high as one hundred to one. 


Semi-Conductor Replaces Vacuum Tubes 
| 


A SIMPLE DEVICE, smaller in diameter 
than a pencil and capable of effi- 
ciently performing almost all functions 
of an ordinary vacuum tube, has been 
recently demonstrated by Bell Tele 
phone Laboratories. Known as the 
the device works on a new 
discovered by the Labora- 
fundamental 
into electrical properties of 


Transistor, 
principle 
research 


tories during 
solids. 

a cylin 
It will serve 
amplifier or an oscillator—yet it 
little resemblance to the vacuum 
now 


Ihe apparatus ts housed in 
less than 1 in 


det long. 
as an 
| cars 
do these basic jobs. 
It has no vacuum, no glass envelope, 
no plate, no cathode and 
therefore no warm up delay. 

Two hair-thin wires touching a pin- 
head of a solid semi-conductive mate 
rial soldered a metal base, are the 


principal parts. 


TN i l 
LUDC USCC 


) 
no grid, 


Since the device is still in the ex 
perimental stage, no data on cost are 
available. Its essential simplicity, how- 


ever, indicates the possibility of wide 
spread use, with resultant mass pro 
duction economies. An expensive item 


is the rare germanium now used as 
the semi conductor. When fully de- 


veloped, the Transistor is also expected 
to find new applications in electronics 


158 


where vacuum tubes have not proved 
suitable. 

Tests have shown that the Transistor 
will amplify at least 100 times (20 
decibels). Some test models have been 
operated as amplifiers at frequencies up 
to ten million cycles per second. Be- 
cause of the simple structure, stability 
and long life are expected. 

The demonstration emph: isized some 
of the many Transistor may 
have in telep shone communication, as 
well as its ready adaptability to the 
electronic techniques of radio, tele- 
vision and public address systems. 

In another, a radio broadcast 
picked up by à set constructed 
tirely without vacuum tubes; 
stead several of the tiny 
provide amplification. 

A Transistor was also used to gen- 
erate a standard frequency tone, in 
demonstrating its role as an oscillator. 
Because of its lack of a heated cathode 
delay and other differences, the 
Transistor can also perform some new 
functions. 

In the Transistor, 
tacts of the ‘‘cat’s whisker” or detector 
type, familiar to radio amateurs, are 
made to the semi-conductor only two 
thousandths of an inch apart. Input 


uses the 


Was 
en- 
using in- 
Transistors to 


two point con- 
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power delivered to one of these con 
tacts is amplified at least 100-fold an 
transmitted to the other terminal where 
it is delivered to an output circuit. The 
Transistor is energized by voltage sup 
plies, such as batteries, which apply 
bias voltages to the two points. Power 
consumed in the Transistor is less thar 
a tenth that used by an ordinary flash 
light bulb, according to the developers 

The amplification process can be un 
derstood in terms of the discover 
that the input point is surrounded by 
an "area of interaction." Within this 
area the electronic structure of th 
semi-conductor is modified by the in 
put current. If the output point i 
placed in this area, the output curren: 
can be controlled by the input current 
This control of output current by in- 
put current is the basic mechanism o! 
amplification. 

Semi-conductors have for many 
years been regarded as an ideal field 
for research at Bell Telephone Labo 
ratories. These materials, whose ele 
trical properties are intermediate 
between those of metals and insulators 
offered particular promise of usefu 
electrical applications, since their 
ability to carry electrical current can 
be changed over wide ranges in various 
W ays. 

These materials, like any having the 
ability to conduct electrical currents 
rely for conductivity on the presence 
of current-carrying electrons. — li 
metals, which are good conductors 
there is a ratio of approximately onc 
current- -carrying electron to every atom 
In insulators, there are practically no 
such electrons and therefore little con 
ductivity. 

In semi-conductors, such as silicon 
and germanium, some metallic oxides 
and other compounds, there may be as 
few as one current-carrying electron 
for every million atoms. However 
this number of carriers can be varied 
1,000-fold or more by changing the 
electronic structure of the materials 
Hence the current flowing through the 
semi-conductor can be controlled. 

Prior to invention of the Transistor, 

varying conductivity in semi-conduc- 

tors was employed in rectifiers, such as 
the copper oxide and selenium recti- 
fiers, and the silicon detector. 

In critically examining the impli 
cations of the prevailing theory of 
electrical conduction in  semi-con- 
ductors, Bell Laboratories scientists 
predicted that it should be possible to 
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TRANSISTORS are simple in construc- 
tion but replace vacuum tubes in radio 
and other communication circuits. 














SIMPLIFIED CIRCUITS for using ' 


sistor as amplifier (above) and oscillator 


Fran- 


control the meager supply of electrons 
inside a semi-conductor by influencing 
them with an electric field imposed 


practical implications of such a possi- 
bility they devised some experiments to 
test this hypothesis but were unable to 
secure positive results. The electrons 
seemed to get trapped in the surface of 
the material and did not behave just as 
anticipated. 

This part of the problem was tackled 
n a theoretical basis. A theory was 
eveloped of what happened at the 
le to explain satis- 
observed facts 


urface which was : 
factorily many of the 
ind which led to furiher experiments 
In the course of these experiments the 
l[ransistor was invented. 

Transistor action depends upon the 
fact that electrons in a semi-conductor 
can carry current in two distinctly dif- 
ferent This most of 
the electrons in a semi-conductive solid 
do not contribute to carrying the cur- 


ways. pecause 


rent. Instead they are held in fixed 
positions and act as a rigid cement to 
bind together the atoms. Only if one 


of these electrons gets out of place, or 
if another electron is introduced in 
a number of ways, can current 
on the other hand, one 
normally present in 
the cement is removed, then the "hole" 
left behind it can move like a bubble 
in a liquid and thus carry current. 

In a Transistor made of semi-con- 
ductor which normally conducts only 
by the extra electron process, current 
Hows easily into the input point, which 
is at a low positive voltage, and out of 
the output point, which is at a higher 
negative voltage. The area of inter- 
action is produced by “holes” intro 
duced by the input current and col- 
lected by the output point. 

Although the device is still in the 
laboratory stage, Bell scientists and en- 
gineers expect it may have far-reaching 
significance in electronics and electrical 
communication. Future experiments 
will not only definitely show limits of 
Transistors, but may lead to 
l'ransistors with numerous catwhiskers 


one of 
X carried. It. 
of the electrons 


present 





from the outside without actually con that will be capable of replacing morc 
tacting the material. Realizing the than one vacuum tube. 

Colleges Offer Advanced Courses to Industry 

SEVERAL COLLEGES and universities operation with the Society of the 
have started tuition courses to help Plastics Industry. This course, pro- 


keep members of industry informed 
on latest techniques used in particular 
industries and in methods applicable 
to many industries. Courses will be 
under leadership of noted educators 
and industry personnel. Following are 
some of the courses available. 


PLASTICS APPLICATIONS 
New York University is planning a 


course in plastics to be offered in co- 
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vided it receives support from indus- 
try, will be given on fifteen Wednes- 
day evenings at 6:15 to 8:00 pm from 
October 6, 1948 through January 26, 
1949. Tuition fee is set at $35. Prob- 
able location for lectures is the Concert 
Hall of the Barbizon-Plaza Hotel, 58th 
St., and Avenue of the Americas, New 
York, N. Y. 

Permanent co-chairman of the course 
will be Dr. Marie Bentivoglio, Chair- 
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man of the SPI Educational Commit- 
tee, and Mr. Charles A. Breskin, Editor 
and Publisher of Modern Plastics. 
Chief aim of the proposed course is 
to correlate information about 25 major 


industries that use plastics. Each eve- 


ning leaders from these end prod ict 
industries, as well as trom the plastics 
field, will address the class. Ample 


opportunity will be provided for ques- 
tions and discussions. 

Additional information on 
course, '"Plastics— Present and Poten- 
tial Uses and Application in Industry 
can be obtained from New York Uni 


the 


versity, Division of General Education, 
100 Washington Square East, New 
York N. Y. 
QUALITY CONTROI 
An intensive ten day course in 


Quality Control by Statistical Methods 
is announced by Dean F. M. Dawson 
of the College of Engineering 
Chairman of the Committee on Quality 
Control, and by Dean Earl J. McGrath 
of the College of Liberal Arts at the 
State University of lowa. The course 
will be given October 5-15, 1948, in- 
at Iowa City, Iowa. 


and 


clusive, 


INDUSTRIAL EXPERIMENTATION 


A five-day training conference in 
Industrial Experimentation will be of- 
fered by the Engineering School of 
Columbia University, New York, Sep- 
tember 14-18, 1948. The course 1s 
intended to provide both formal and 
practical into fundamentally 
effective techniques for persons with a 
background of experience and 
one course in statistics, quality control, 
or the equivalent. 

[he subject matter of each day will 
unit, the morning 
to presentation OI 


insight 


least 


be treated as a 


yeriods given over 
tormal principles and problems while 
conducted as 


trom 


he afternoons will be 


clinic with talists 


industry 


sessions, spe 
The 
considered include the nature 
lems in industrial experimentation, the 
role of control charts, 
analysis of variance and 
lation in the design of 
assumptions underlying 
variance, one-way 
fications; Latin factorial de- 
signs, sequential methods. There will 
also be a special session on computing 
machines at the Watson Scientific Com- 
puting Laboratories. Three full-time 
instructors from Columbia University 
and five industry specialists will con- 
duct the sessions. 

Arrangements have been made for 
dining as a group at the Men's Faculty 
Club. Provision has also been made 
for inexpensive lodging on campus. 
The fee for the Conference, including 


as spe: akers topics to be 


OI prob 


correiation, 
their interre- 
experiment ; 
analysis of 
and two-way classi- 
squares, 
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all books and supplies and all lunches 
and dinners at the Men's Faculty Club 
is $100. Further inquiries and re- 
quests for brochure and application 
may be addressed to Professor S. B. 
Littauer, Department of Industrial 
Engineering, Columbia University, 
New York 27, N. Y. 


Largest Pipe Bending Machine 


SMOOTH BENDING of pipe large enough 
to garage a limousine has been proven 
both possible and practical by a new 
process recently announced by the M. 
W. Kellogg Company, Jersey City, 
N. J. 

Pipe bends latger than for old limit 
of 34 in. diameter are being made with 
the new machine. These bends are not 
only passing strictest production tests 
but are of higher quality than bends 
fabricated by the usual welded segment 
procedure. 

The machine is built to handle pipe 
diameters of 100 in. The method 


NEW PLANT building contains distilla- 
tion equipment for the manufacture of 
“Lucite” acrylic resin. Equipment is de- 


signed for almost automatic operation. 


New Plastics Molding Powder 


COMBINING MODERN EQUIPMENT and 
streamlined processes, the recently 
completed Washington Works, Park- 
ersburg, W. Va., of the Du Pont Co. 
is more efficiently turning out plastics 
molding powders with more exact 
properties. Full production will be 
reached this fall. 

The plant produces plastics in the 
form of molding powders of "Lucite", 
polyethylene and nylon, and monofila- 
ments of nylon. As nearly as possible 
under conditions peculiar to plastics 
manufacture, materials are produced 
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bends pipe in the hot state (1,450 F) 
using two hydraulic cylinders. It is 
adaptable to small and large diameters, 
to thin and thick-walled pipe, and to 
short or long radius bh It is cur- 
rently being used to form 50-in. pipe 
bends for the carrier lines of large oil 
refining units. 

The great value of the new process 
is said to lie in improved product, in 
superior performance and reduced 
maintenance to be gained from uni- 
form pipe contours both inside and 
out. The smooth even bend markedly 
reduces erosion and eddy currents 
caused by sudden changes in direction 
or sharp-cornered fillets that act as 
stress raisers. And because the pipe is 
bent hot and slowly cooled, the stress 
remains uniform throughout the bend 
thereby minimizing the effects of stress 
corrosion. Although development of 
stress corrosion cracks can be mini- 
mized by heat-treatment, it is efficient 
to make a smooth bend from one piece 
of large-diameter pipe. 


NEW MACHINES include this hank cut- 
ter for nylon brush bristles. Long hanks 
of filament are cut to proper size for in- 
dustrial, household and paint brushes. 


Plant Opens 


in straight line processes that start with 
movement of chemical raw materials 
from tank farms and end with finished 
products, packaged and ready for ship- 
ment. Safety devices have been de- 
signed into the new machinery and 
medical services of a doctor and two 
nurses are available at the plant. 
Materials that aid in transforming 
liquid "Lucite" monomer into a solid 
are weighed and added to the 
monomer in new and wholly automatic 
equipment that avoids possibility of 
human error or lack of precision. 


LARGEST one-piece bend ever made, 
this 50 in. dia. pipe is shaped for use in 
catalyst carrier lines for refineries. One 
hydraulic cylinder pulls and ene pushes 
on opposite ends of beam on top of pipe. 


With the opening of the Washing. 
ton Works, it became possible for the 
first time for the Du Pont Plastics De- 
partment to start production of its 
nylon at an earlier stage; beginning 
with preparation of some chemical in- 
gredients. Having control of earlier 
processes means that nylon can be 
"tailor made" for specific plastic appli- 
cations. 

Much of the equipment for the new 
plant was specifically designed to make 
other improvements in nylon. Better 
facilities are available for keeping the 
powder dry and delivering it to mold- 
ers in best condition. New machinery 
for spinning and drawing monofila 
ment to give it greater uniformity, 
especially in the form of tapered 
bristles for paint brushes, has been 
developed. New machines for paper. 
wrapping bristling materials have been 
built so that bristles can be handled 
easily by brush manufacturers. 

To make certain that materials 
shipped from the plant have properties 
specified, all production is continually 
checked in quality-control laboratories 
Performance of materials under mold- 
ing conditions is tested in a large in- 
jection molding machine. A physical 
testing laboratory is used to determine 
strength of molded material, their re- 
sistance to high temperatures and other 
of their physical properties. 

The new facilities represent Du 
Pont's greatest single plastics expan- 
sion since it entered the industry 19 
1915 with a plant at Arlington, N J. 
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Washington Notes 


Cement Institute Decision 
Disturbs Industry 


Action of many steel companies in 
abandoning traditional basing point 
system of quoting prices adds to the 
growing demand that Congress act to 
eliminate confusion created by the Su- 
preme Court decision in the Cement 
Institute case. 

Meanwhile, industry is watching the 
Federal Trade Commission closely and 
trying to plan for all eventualities. Steel 
fabricators have said they may be 
forced out of business if the basing 
point system is abandoned. One De- 
troit wheel manufacturer is searching 
for plant space in Pittsburgh area. This 
may be a trend that could defeat in- 
dustry plant dispersal plans being 
formualted in Washington. 

One indication of how hard the 
FTC will swing the cement decision 
against delivered pricing in other in- 
dustries is found in a recent FTC case 
against a number of producers of 
white lead and other pigments. 

In a brief on a trial examiner's rec- 
ommended decision, FTC trial lawyers 
reiterated the idea that delivered pric- 
ing is illegal only if commodity is 
standardized with little quality differ- 
ence between producers and so heavy 
that freight charges are an important 
part of the final cost. 

In the lead case, the trial examiner 
ruled that use of delivered price 
doesn't result, in this industry, in dis- 
crimination against buyers in a single 
zone. He also ruled that different 
prices in different zones produced price 
discrimination. 

Commission attorneys saw in this 
logic a chance for defendants to use a 
universal delivered price—or one-zone 
system. If same price in a single zone 
isn't. discriminatory, why not enlarge 
zone boundaries to include the whole 
country? It will be some time before 
the five Commissioners go on record in 
this case. 


Armed Services Procurement 
Will not cause Shortages 


. After weeks of slide rule comput- 
ing. military budgeteers have come u 

with a set of figures that indicate little 
impact on domestic economy by mili- 
tary purchases this year. Of the 14.7 
bil:on dollars in obligational authe~‘ty 
hai led out by Congress, the three serv- 
ice. figure they can spend 12 billion 
during the next 12 months. Remainder 
wil! be held over for future payment 
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Pressure Chamber Solves Ballistics Problems 


COMPLEX BALLISTICS PROBLEMS en- 
countered in computation of ordnance 
equipment performance at high alti- 
tudes are being solved in the world's 
largest pressurized firing range. The 
recently activated stratospheric facility 
(PRODUCT ENGINEERING, July 1948, 
ge 146) at Aberdeen Proving 
Ground, Md., is now in full operation. 
Equipment is of capacity to hold con- 
ditions equivalent to ten-mile elevation 
with a load consisting of two persons 
in electrically heated flying suits, lights, 
blasts from automatic guns and 308 
cfm of fresh dry air. Fresh dry air is 
admitted to the concussion chamber to 
decrease concentration of unburned 
powder gases. Fresh air is admitted to 
the firing chamber to keep the oxygen 
content of the air from reaching a 
hazardous concentration. This concen- 
tration is the result of personnel 


for goods ordered now. Seventy-five 
percent of available funds will be used 
for running expenses; twenty-five for 
purchases. 

Procurement program will require 
1,250,000 short tons of carbon and 
alloy steel—2.1 percent of U. S. pro- 
duction. Airplane program will use 
about 4.5 percent of aluminum pro- 
duction. Long-range plane building 
program will require peak 16 percent 
of total aluminum production by 1951, 
when 5,200 planes are scheduled. 


Army Use of Scientists 


Military manpower planners are 
about ready to sum up their findings 
on use of approximately 70,000 scien- 
tists by the armed services during the 
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breathing pure oxygen, of which only 
part is physically used. 

Cooling to low temperature is ac- 
complished by two three-stage re- 
frigeration systems using Freon-22 as 
the refrigerant. Refrigeration equip- 
ment can maintain any desired tem- 
perature between ambient and —70 F 
automatically. 

The vacuum system is controlled by 
manual operation of valves at the 
chambers. Fresh dry air is supplied 
through Rotometer Valves that meas- 
ure amount being admitted. Silica gel 
is used to dry the air. 

Pressures equivalent to altitudes up 
to 50,000 ft are obtained with a two- 
stage vacuum pump system. Chambers 
are equipped with electrical heaters 
that can raise temperature to 160 F. 
Power is supplied by a unit substation 
of 750 kva capacity. 


last war. Staff people in the army have 
many recommendations in mind result- 
ing from these studies. 

They would like the Secretary of 
National Defense to go on record 
favoring assignments of scientists out- 
side of the military draft. This means 
the military, or some other govern- 
ment agency, would have authority to 
tell scientists where to work during 
wartime. Chances of such a recom- 
mendation being made are slight; if 
made, chances of becoming law are 
even less. 

They would like to have a peace- 
time catalog of all scientific personnel. 

They feel armed services should 
have copies of university records of all 
science. students. 

They would like to analyze scientific 
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needs of the country—military and 
civilian. These staff members feel that 
a separate office should be set up 
within the military establishment to 
handle all these manpower problems. 


Chemical Plant Dispersal 


Chemical companies will be first 
questioned by National Security Re- 
Board in connection with 
studies of industrial facilities dispersal. 

The 35 companies to be visited will 
form a cross section of the chemical 
industry, but each will be a producer of 
a critical chemical. Companies have 
dubious distinction of being logical 
targets for enemy attack. 

This survey will serve as a guide 


sources 


C A L N 


and check on NSRB thinking and 
planning. Survey will try to show: If 
industry is informed about plane dis- 
persal; what management thinks can 
and should be done, and what chemical 
industry is doing about dispersal in 
connection with expansion plans. 
The NSRB plan does not include 
moving existing plants. Instead, it 
emphasizes need for dispersal plan- 
ning before construction of new plants. 


If One is Good, Three are Better 


The U. S. Department of Agricul- 
ture is conducting extensive investiga- 
tions to find ways of making useful 
products from farm surplus commo- 
dities. The department felt it could 


E W B5 v" r n 


better do this work if it controlled an 
alcohol plant. Knowing that WAA 
and RFC controlled wartime alcohol 
plants, agriculture department officials 
asked Congress for one. 

Congress, and the farm bloc, were 
receptive but felt that if one plant 
would be good, more would be better. 
They therefore transferred three plants 
to the department. 

Astonished agriculture officials are 
now owners of 13.7 million dollars 
worth of alcohol plant capacity with 
authority to use or lease plants as they 
see fit. Alcohol production will un- 
doubtedly continue, but researchers 
will carry on much pilot-plant work. 
Cheaper alcohol from grain is pre- 
dicted after experimentation. 


Foreign Reports from McGraw-Hill World News 


Czech Builds Road-Type 
Gas-Turbine Engine 


A Czech engineer, George Lakes, 
now working in the car repair shops at 
Hameln, in the British Zone of Ger 
many, has become another entrant in 
the race to design a gas turbine for 
road vehicles. His engine is built from 
scrap; his only tool was a 6 in. lathe 

Apparently, Lakes’ engine (about 
150 hp) combines, as the propulsive 
force directed into the turbine, a mix- 
ture of steam and burnt-fuel gas, at a 
maximum temperature of 985 F. The 
exhaust mixture is cooled in an 
condenser, which should 
mean there is no heat-exchanger. Speed 
of rotation is 13,000 rpm. Calculated 
potential thermal efficiency is 20 to 30 
percent ; thermal effie iency of the rough 
prototype IS figured as only 2 percent 


gas 


air-cooled 


Water is Motive Power 
For Australian Machines 


Five lives have been saved in a Mel- 
bourne hospital by a waterdriven 
standby pulsator which operates the 
hospital's iron lungs in periods of ele 
tricity Or motor failures: and a Sydney 
firm has tooled up to produce fiv e hun- 
dred washing machines a that 
are driven by tap water 

Both hydraulic units are designed 
to Operate at pressures down to 60 psi, 


Ww eek 


though the main pressure at the tap is 
usually closer to 100 psi. 

Ihe pulsator was developed by the 
chief engineer of the Austin Hospital, 
Heidelberg, Melbourne, Mr. Edward 
The hydraulic unit con 
sists of a cylinder with a reciprocating 


Cartwright 
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ram, a control valve for alternatively 
admitting and discharging water from 
opposite ends of the cylinder, and a 
spring-actuated mechanism for auto- 
matically reversing the operative po- 
sition of the control valve. The 
breathing cycle of the iron lungs is 
adjusted simply by regulating the tap 
flow. 

[Ihe washing machine was devel- 
oped by a Melbourne engincering 
firm, O. Granowski Co., and is being 
produced by R. B. Davies Pty, Ltd., 
Sydney. Because of its simple con 
struction it sells at half the cost of 
Australian-built electrical washers. 

The motor is designed to be 
mounted concentrically on the central 
vertical shaft of the washing machine, 
and the water is supplied and with- 
drawn through channels in this shaft. 
The motor could be described as a 
semirotary pump worked in reverse. 
Lubrication is provided by water. 


Patent Office for Pakistan 


A Patent Office has been set up by 
this new country under jurisdiction of 
the Ministry of Commerce, Industry 
and Works. Patents obtained in India 
prior to partition on August 15, 1947, 
will be honored in Pakistan. Any ap- 
plications filed since then must be 
made to each country separately. 


Seven-Second Soldering Gun 


Containing a transformer of special 
design, a new soldering iron that will 
heat to working temperature in 7 sec 
has recently been placed on the market 
in England. The Burgoyne Engineer- 


ing Co., Ltd. spent two years develop- 
ing the transformer and designing the 


gun. 

In this transformer, the main power 
supply is stepped down to $ v. The 
secondary winding leads out through 
plastic housing and forms holder for 
the soldering tip, which is heated by 
induction. The gun is so shaped that 


when laid on its side, tip is clear of thc 
surface. 


Russian Plastics 


Minister of the Soviet Chemical In- 
dustry, . M. Pervukhin, recently an- 
nounced that as a result of press criti- 
cism condemning the low artistic 
quality and "foreign-copied" designs 
of consumers goods made from plas 
tics, the ministry had decided to drop 
from production nine items of a total 
290 plastic articles on the output pro- 
gram. 

While acknowledging that criticism 
was justified with respect to need for 
improving decorative coloring of 
articles made from plastics and cellu- 
loid, Minister Pervukhin said that 
many of the articles mentioned in the 
critical "open letter" had already been 
dropped from production. 

To improve the plastics output pro- 
gram, the minister announced that dur- 
ing 1948, 136 new items of plastic 
ware were to be produced. Majority 
of the items are to be consumer goods. 
The Chemical Industry has also been 
ordered to provide the plastics pro- 
ducers with more stable and diversified 
dyes, and also to improve the quality 
of amino-plastics from which mass 
consumer items are produced. 
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Formula Reduces Number of 
Variables Involved In Creep 


A FORMULA that is extremely useful 
in reducing the number of variables 
involved in the problem of creep has 
been derived by C. W. MacGregor, Di- 
rector of the Office of Naval Research 
Project to discover an explanation of 
the mechanism of metal creep at ele- 
vated temperatures and J. C. Fisher, 
at Massachusetts Institute of Tech- 
nology where research is being done. 

Application of this formula pro- 
duces a composite variable, called the 
velocity-modified temperature, which 
expresses the interrelationship of test- 
ing temperature and strain rate. 

Where Tm is the composite variable 
(velocity-modified temperature): T is 
the absolute testing temperature; and 
€a are constants, and is the true 
strain rate, the findings are expressed 
by the formula: 


af (1 — k log, — ) 


For a reasonably stable alloy, the 
stress g can be expressed as a function 
of the strain e and Tm the velocity- 
modified temperature. It has been 
shown that this relationship holds for 
slow tension tests, for fast tension 
tests of impact type and for slow creep 
tests as far as existing creep data can 
be applied. 

The Office of Naval Research con- 

tractors are investigating whether or 
not the velocity-modified temperature 
concept can be used in general, and if 
not, under what conditions it can be 
used. Constant load creep tests and 
constant strain rate tests are being con- 
ducted at temperatures and strain rates 
that cover a wide range in small steps. 
Influence of recrystallization, strain 
aging, and other metallurgical phe- 
nomena will be studied and the 
velocity-modified temperature expres- 
sion will be changed, if necessary, to 
incorporate the new data. 
_ Aluminum wire 3 in. in diameter 
IS being used in the first tests, per- 
mitting hundreds of tests to be made 
economically with assurance that all 
specimens will be from the same melt, 
and hence uniform. In later tests 
more complicated alloys will be used. 

A constant strain rate machine, 
dead-load creep machines, temperature 
h rders and controllers, and other re- 
lat ed equipment have been installed 
and the initial tests are under way. 
Results of this research project will 
be especially useful in development of 
gas turbine, jet propulsion and atomic 
encrgy units, where high temperatures 
are essential to high efficiency. 
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MICISTS can observe shad- 
ows made by shock waves of a jet stream 


AERODYNA 
on this mirror. Shadow is that of a hand 


held in position of jet stream. 


Ram-Jet Research 
Aided by Mirrors 


SHOCK WAVES, caused by deflection of 
a jet stream as it strikes an object in 


its p ath, can be observed in a new 
shadowgraph dev eloped by Boeing 
Airplane Co. Seattle, Wash. From 


angle of shock, observers can calculate 
velocity and direction of the stream. 

The Boeing shadowgraph is a by- 
product of a set-up created primarily 
for Schlieren photography in that the 
light source is used primarily for the 
Schlieren system. With mirrors, 
Schlieren and shadowgraph systems 
can be operated from one light source. 
Photographs are made by sending 
parallel rays of 5,000 candlepower 
light from a lens across the supersonic 
stream of the jet. Differences in den- 
sity of the stream deflect light rays 
from their normal path, making it pos- 
sible to photograph them or to throw 
their shadows upon a ground-glass 
screen. 

Shadowed image of the waves is 
made possible by a series of mirrors. 
The first 23 x 13 in., laced beneath 
a small 1,000 w light ;xulb reflecting 
its powerful rays to a second mirror 
mounted at a 45 deg angle directly 
under the jet stream. From the second 
surface, light travels up through the 
stream. There it creates shadows of 
shock waves and throws them upon a 
sandblasted Plexiglas screen above the 
stream. A third mirror reflects shadow 
image from screen to a fourth reflector, 
5 ft off the floor, where it can be ob- 
served from the window of a nearby 
observation cell. 

Boeing research into supersonic 
flight includes study of shock waves 
on air flow over aerodynamic shapes. 
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L N E W S 


MEETINGS 





September 5-11 

International Congress of Applied 
Mechanics — Imperial College of 
Science and Technology, South Ken- 
sington, London, S. W. 7, England. 


September 7-9 


SOCIETY OF AUTOMOTIVE ENGI- 
NEERS—Tractor and Diesel Engine 
Division Meeting, Hotel Schroeder, 
Milwaukee, Wis. 

September 13-15 
Pennsylvania State College—Confer- 


ence on Research Administration, State 
College, Pa. 


September 13-17 
INSTRUMENT SOCIETY OF AMERICA 
National Instrument Conference and 
Exhibit, Convention Hall, Phila., Pa. 


September 20-21 


AMERICAN SOCIETY OF MECHANI- 


CAL ENocGINEERs— Aviation Division 
Meeting, Dayton, Ohio. 


September 20-24 

ILLUMINATING ENGINEERING So- 
ciETY— Annual Meeting, Hotel Statler, 
Boston, Mass. 


September 27-October 1 
SOCIETY OF THE PLASTICS INDUSTRY 
National Plastics Exposition, Grand 
Central Palace, New York, N. Y. 


September 28-October 1 


ASSOCIATION OF IRON AND STEEI 
ENcINEERS— Iron and Steel Expo- 
sition, Cleveland Public Auditorium, 


Cleveland, Ohio. 


September 30-October 3 

THE INSTITUTE OF RADIO ENGI- 
NEERS—West Coast Convention in 
conjunction with West Coast Electronic 
Manufactures Convention, Biltmore 
Hotel, Los Angeles, Cal. 


October 5-7 
New England Materials Handling 


Exposition—Mechanics Hall, Boston. 
October 12-16 
AMERICAN CHEMICAL SOCIETY 


National Chemical Exposition and Na- 
tional Industrial Chemical Conference, 
The Coliseum, Chicago, Ill 


October 13-15 
PORCELAIN 


Annual Forum. 
Urbana, Ill. 


October 22-25. 

METAL TREATING INSTITUTE—An- 
nual Meeting. Adelphia Hotel, Phila- 
delphia, Pa. 


ENAMEL INSTITUTI 
University of Illinois, 
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Now you can plan beyond the drafting board .. . always 
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lucent “masters”... prints on film or plastic-coated cloth. 
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Chart for Determining Properties 


of Round Aircraft Tubing 


BENJAMIN OSTLIND in lb per ft” is for X4130 steel only. Values for other 

Staff Engineer, Baker Steel and Tube Company metals can be easily figured by applying i ratio between 

the density of X4130 and that of the metal in question. 

An example is worked out on the chart. The dashed lines 

CHART BELOW comprises several groups of empirical curves indicate the procedure for reading values on the various 

useful for the quick determination of aircraft structural scales. Note that the "Moment of Inertia" scale is reversed 

tubing properties. These include area of metal in the cross and that values for radius of gyration are found in the 

section, weight per lineal foot, D/T ratio, moment of lower block. Interpolation should be made along horizontal 
inertia and radius of gyration. The top scale "weight in — and vertical lines only. 
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AUICUTE 


* Manufacturers of a wide variety of 


products are benefitting from Auto-Lite 
die cast research and experience. Solid 
engineering, advanced casting methods, 
proper alloying practices and improved 
quality through “controlled metals” have 
made Auto-Lite a logical source of pre- 
cision die castings. 

THE ELECTRIC AUTO-LITE COMPANY 

Die Casting Division 


600 S. Michigan Avenue . Chicago 5, Illinois 
723 New Center Building . Detroit 2, Michigan 


Tune in “‘Suspense!’’, the Auto-Lite Radio Show 
Thursdays, 9:00 P.M.—E.D.S.T. on CBS 


CASTING, MACHINING, FINISHING AN 
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Nomogram for Designing Steel Torsion Springs 


CARL P. NACHOD 


Vice President, Nachod & U. S. Signal Co., Inc 


DESIGNS OF SPRINGS Of all 
types of metal depend on fixed equa 
tions entailing the 
unknown quantities 
shown on page 169 has been prepared 


TORSION 


same known and 
The nomogram 


for use in carbon steel torsion spring 


design, but can be changed for use 


with brass, phosphor onze, mone 


and stainless steel All assumptions 


necessary to the preparation of this 


nomogram Nave been based on load 
applied as shown in sketch. 
It should be remembered that as 


load is applied to a torsion spring in 
this manner, spring diameter decreases 
slightly, length increases. Both of 
these changes should be anticipated 
when designing springs. 

Basic quantities include: 


D Mean diameter of helix, in 
Wire ter 


spring 


between 4 and 10 


Coiling coethi t lepending on 7 
Varies trom 1.23 to 1.05 for above 
variation 
S Maxim hber stress, psi; including 
increased stress 
bv « 
5 Ma m fiber stress, psi; excluding 
coel 
Rotational deflection for one-turn 
spring, rey 
N Nui turns in helix 
A P/N gradient, lb-in./rev. 
l Mi s lasticity (carbon steel, 
0 10 
F lor 
N R ! deflection for spring of 
N : S, Tev 
Q—Q = Common turning scale on nomo- 
gram. 


Basic equations and usable forms: 
| 


E S l r 0 
, ( ~ 
02 T O 347 
= LOT « (054 Ty 
] Ut 
Let O 5 
[hen: S' 211.02c0 ja 
z 0.34r0 
f = — - ta 
10° 
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The chart was formed from Eqs 
(1), (2), (3a), (4a) and (5); Eq 
(2) being a close approximation for 
the relation between r and c 
termined by Wahl. 

When designing a spring, mean di- 
wire diameter and ratio are 
known, and desired torque is known 
The chart is used by drawing a secant 
to connect the values for wire di 
imeter and desired torque. This es 
tablishes the common point for ail 
secants on the turning scale, Q-Q. A 
secant is drawn from the ratio on the 
rı scale to the turning point and ex- 
tended to the maximum fiber 
scale. A third secant is drawn 
the ratio on the rə scale to the turn- 
ing point and extended to the rota 
tional deflection Values are 
read for the maximum fiber stress and 
the rotational deflection of a one-tu:n 
carbon steel torsion spring. 


as de- 


ameter, 


stress 
trom 


S ale 


EXAMPLE: Find the maximum fiber 
stress and rotational deflection of a 
carbon steel torsion spring to be made 
from 10 turns of No 
(0.08 in.) ratio of 8 and a 
torque of 13.2 lb-in. Also determine 
torque and deflection of same spring 
when stressed to 100,000 psi. 


30 music wire 
with a f 


SoLUTION: Draw secant from 0.08 on 
d scale to 13.2 on T Draw 
secant from 8 to r, scale through turn- 
ing point and read 29,000 psi on max 
imum fiber stress scale. Draw secant 
from 8 on rə scale through turning 
point and read 0.07 rev on deflection 
scale. These results are for a one-turn 
spring. The stress will be the same 
for a 10-turn spring, but the defle 

tion will be ten times as large or, 10 
times 0.07 equals 0.7 rev. By simple 
proportion, if the same spring is 
stressed to 100,000 psi: 


scale 


100.000 


29 .000 


100.000 
29 000 
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Data on construction of the nomo- 
gram is included for those who wish 
to modify it for use with other metals 
or other physical spring dimensions. 
In a 10 x 6.9 in. chart, the respective 
scale moduli and the distances between 
scales are, from the left: 


D | | (0.9 


The secant joining each pair of mat 
ing scales can be thought of as a walk 
ing beam pivoted about the Q point 
and pin-joined to the scales. Limits 
of scale dimensions can be altered by 
sliding one scale up and the other 
down a corresponding amount. 

The unreduced form of Eq (á) is 


in which E occurs as an inverse. There 
fore, if the rotational deflection is f 
for a spring of different metal, with 
modulus E’, then: 


L 


where f is taken from this nomogram 
based on steel. Moduli of elasticity 
for other metals are: Brass, 14.5 
phosphor bronze, 15: monel, 25.5 and 


stainless steel. 29 x 10° Ib per sq inch 
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Mallurgy 


IMPROVES ON. NATURE, TOO! 


“> 

The wonders wrought by scientists in agriculture, horticulture and animal hus. 
bandry have become commonplace. By crossbreeding plants and animals, we 
have grapefruit, hybrid corn, heavy cattle and hogs—hundreds of marvels which 


Nature alone could never produce. 


The same is now true in metals. Fansteel metallurgists using powder metallurgy 
and other techniques far beyond simple alloying, are producing “hybrid” metals 
which enhance desirable properties and suppress undesirable characteristics to 
almost any desired degree. For example, there are Fansteel metals ideally suited for 
current-carrying springs because of their superior elastic and electrical properties, 
as well as their resistance to annealing and drift. Another Fansteel metal has most 
of the density of tungsten, yet is easily machined, making it useful as flywheels and 
governors for rotational control, shields on containers for radioactive materials 


and similar applications. 


For these metal product problems where no solution appears to exist, why not 
get acquainted with Fansteel metallurgy. Tell us the properties you need. We may 
have a metal that will meet the requirements exactly and can fabricate it to your 
exact specifications. Fansteel Metallurgical Corporation, North Chicago, Illinois. 


PURE METALS a 


Tungsten, Molybdenum, Tantalum and Columbium in sheet, rod, wire and 
special shapes and parts. 


POWDER METALLURGY PRODUCTS 


Finished or semi-finished shapes and parts of special analysis to achieve 
high strength, density, electrical conductivity, resistance to wear, impact, 
heat, erosion, or combinations of these and other properties. 


COPPER BASE ALLOYS 


Copper alloyed with other elements, to combine high conductivity with 
strength, elasticity, resistance to heat, impact or wear. Available in bars, 
rod, sheet, strip, castings, forgings, finished or semi- finished parts, for 
electrical hardware, current-carrying springs, resistance welding elec- 


trodes, dies and fixtures. P í 
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Nomogram for Designing Steel Torsion Springs (continued) 
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Over eight years ago the Great 
Lakes Steel Corporation applied 
N-A-X HIGH-TENSILE STEEL to the 
first cold-stamped automobile 
bumper. This represented the first 
practical application of high- 
tensile, low-alloy steel to the pas- 
senger car industry. 


Today, passenger car manufactur- 
ers have universally recognized 
the superiority of cold-stamped 
bumpers which utilize the high 
strength, good formability, and 
better surface texture of high- 
tensile steel. Four out of five cars 
built today have them as original 
equipment — concrete evidence of 
the economic value of this Great 
Lakes Steel contribution to the 
automotive industry. 


GREAT LAKES STEEL CORPORATION 


N-A-X Alloy Division ^ Detroit 18, Michigan 
UNIT OF NATIONAL STEEL CORPORATION 


ELM TETTE 
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equal but if armature moves to the left, the induced volt- 
age in coil "A" will be greater than that induced in coil 
'B". If the armature moves to the right, the voltage in 
coil "B" will be greater. 

In normal operation, coils "A" and "B" are connected 
in a series-bucking relationship so that, when the armature 
is centered and both coils have equal voltages, the result- 
ing output will be zero. If armature moves to the left, a 
voltage of one phase (A) will predominate and if arma- 
ture moves to the right, a voltage of the other phase (B) 
will predominate. Phase "A" will differ from phase "B" 
by 180 degrees. 

Output is measured by an a-c voltmeter calibrated to 
read in terms of pressure, vacuum, inches of water and 
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Electrical Bourdon Instruments 


dAuLOPIAI Te m perature Control Co., Inc., 5212 Pul Ubi 
Ave 9 P} iladel pl lad 44, Pa. 


Ihe problems of zero checking, loading to full-rated 


primary c oil "G a 


range, and hysteresis effects commonly associated with other units. Standard pressure ranges are 0—30, 0—100, 
Bourdon gage instruments have been greatly reduced 0—500, 0—1,000, 0—5,000 and 0—10,000 pst. Indi- 
through the use of the Atcotran electrical pressure trans- cators, meters or recorders are accurate to within } of 1 
mitter. In this device, Bourdon tube is not loaded with percent of actual reading. Any number of pressure trans- 
instrumentation gear such as jewel bearings, pivots and mitters, of either the same or different ranges, can be read 
springs; and zero adjustment is made by turning the from one common indicator equipped with selector switch 
thumb screw. stations. 


Atcotran is essentially a differential transformer with a 


linear response. It consists of three coils wound on a Heat-Resistant Plastic Tubing 
single spool with a free moving armature of magnetic LE ipie : "WC 
material mounted inside of spool. (See line cut.) Standard William Brand & Co., 276 4th Ave., New York 10, 

ternating current is supplied to the center, or primary N. Y. 

il "C" and the magnetic flux generated by this coil is Turbo REL-16-A extruded thermoplastic tubing resists 
distributed by the armature so that a voltage is induced in temperatures up to 105 C, continuous operation. Flexi- 
the secondary coils "A" and "B". If armature is sym- bility is retained after repeated baking, potting and solder- 
metrically located (centered), the induced voltage will be ing operations. Highly densified compounding provides 
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smooth satin-like finish with minimum porosity. This 
characteristic makes the material ap plicable for trans 


ormer oil immersion and provides an expanded range 


High dielectric. strength and 
additional characteristics 


of controlled wall gages 


low moisture absorption arc 


a 
Ae 


Sanitary Pumps 


Waterous Co., Thomson Pump Div., St. Paul 1, Minn. 


Six sizes of sanitary stainless steel centrifugal pump with 
capacities ranging from 1 to 125 gal are mad for appli- 
cations in the dairy, food, beverage and chemical indus 
tries. Of rigid ball bearing construction with positive 
clearance control, pumps have no internal threads and 
can be quickly disassembled for cleaning. Pressures range 
from 100 psi for water to 250 psi for viscous materials 
Smaller units operate at 100 to 600 rpm, larger ones at 
50 to 450 rpm. Driving power required varies from i to 


10 horsepower. Port sizes for sanitary use range from | 


to 24 in.; standard thread sizes from 3 to 2} inches. 


Retaining Snap Rings 

Ramsey Corp., St. Louis, Mo. 
Double-turn Spirolox snap retaining rings available in all 
sizes can be used to position and lock pinions, bushings, 
bearings and related parts on shafts and in housings. 
Double-coil does away with conventional gap, produces 
ue dynamic balance and uniform bearing surface 
for thrust loads around circumference. Ring does not 
wind or unwind while under thrust loads. Device is easily 
removed with a screw driver. 
172 
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Motor Starting Switch 


Torg Electric Corp.. 1080 Interstate St., Bedford, Oi 


Syncrosnap centrifugal starting switch for fractional 
horsepower motors consists of a stamped metal disk that 
carries fingers and centrifugally actuated weights. Move- 


ment of disk and fingers is preset to take place at the 


point of maximum torque. At critical speed, weights 
cause torque reaction in disk, snapping it away from rotor 
and breaking contact. Switch has no contact flutter and 
life of the assembly is said to be three times that o! 
standard contacts or starting winding. Mechanism 


featured on 3, 3, 4, 4 and 3 hp motor assemblies 


Wound-Rotor Induction Motors 


Westinghouse Electric Corp., 306 Fourth Ave., B 


1017, Pittsburgh 30, Pa. 

Type CWP wound-rotor Life-Line induction motors of 
open drip-proof construction are available in ratings ot 
| to 15 hp and with frames of sizes 203 through 326 
The frame is rolled from steel plate and the feet arc 
pressed steel. Brushes are made of electro- graphite of 
metal-graphite depending on service requirements 
Brushholders ^ of sliding-box type with adjustable 
spring tension. Collector rings are molded solidly into 
Moldarta insulation bushing that is pressed on the sh f 
An oversize fan gives maximum air circulation and 
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: iS a result, die costs are lower, 
and BATH PRECISION FORMING 
is surprisingly economical ! 


Stretch forming 
body posts, for 
motor buses, from 
rolled steel hat sec- 
tion material. No 
buckling of 
flanges. 


Compress forming 
oval-shaped front 
body rail for trail- 
ers from steel sec- 
tion pre-formed on 
press brake. 


Forming a ring 
from aluminum 
hat section, fol- 
lowed by trim- 
ming and joining 
to form a full circle. 


BATH stretch, roll and wipe forming methods 
require but one die, yet part-to-part duplica- 
tion is extremely .accurate. Moreover, this 
method of cold-forming produces stronger 
parts than heat forming. 

Many types of curves not formable on simple 
die equipment can be formed economically 
by BATH methods. Frequently it is possible to 
supply as a single piece, parts previously 
formed in several sections. 

BATH also has complete facilities for brake 
forming, punching, offsetting, notching, trim- 
ming and other supplemental operations—so 
that in most cases your parts can be supplied 
complete for quick assembly without addi- 
tional work in your plant. 

Write for booklet described below or send 
blueprints and engineering details. 


Free Gooklet 


12 page booklet—with photos of pro- 
duction work and detailed informa- 
tion on wide range of cost-cutting 
possibilities in BATH Contour Form- 
ing — yours for the asking. 
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sealed, pre-lubricated ball bearings have a special sealed-in 
lubricant good for five years or longer. Motors can be 
used wherever adjustable speed i is required, or where high- 
starting torque with low-starting current is necessary. 
Balanced design and sturdy construction make them 
especially useful for driving compressors, plunger pumps, 
positive pressure blowers, or for bringing heavy loads up 
to speed. Assemblies are available for Operation at various 
speeds, voltages and frequencies. 


Snap-Action Switch 
lero. Electric. Co., 1310 Superior Ave., Cleveland 14, 
O} 10 
Two sizes of positive, snap-action switch embodying the 
rolling-type spring carry Underwriters’ Laboratories rating 
of 15 amp at 125 v or 74 amp at 250 v, alternating cur- 
rent. Single-pole, open b lade assemblies are available with 
either return- or set-type action. Larger model has over- 
size contacts that provide durability during continuous op- 
eration under conditions ap proximating rated load. 
Switches can be made with various operating characteris- 


tics, as well as with blades of different forms and lengths. 


Small Flexible Couplings 


The Climax Flexible ¢ ou pling Co., 863 E. 140th St., 

Cleveland 10, Ohi 
Type C-O couplings provide maximum flexibility and 
shock absorption for light-load electric motor ap plications. 
[he two die-cast bodies engage a molded neoprene insert. 
Drive-pin engagement permits considerable misalignment 
without danger of insert extrusion. Coupling weighs 2 oz, 
has a diameter of Z in. and a length of 1 inch. Body bores 
range in five sizes from } to 3 inch. Maximum rated 
capacities are 1/20 hp at 1,000-2,000 rpm, 15 hp at 
2,000-3,000 rpm and 1/10 hp at 3,000-5,000 fevolutions 
per minute 
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Pilot-Type Relief Valve 
Fluid Controls, Inc., Willoughby, Ohio 


Mao 1000-3 spring loaded pilot relief valve i5 character 
ized by a small differential between cracking and full 
relief Tum and almost instantaneous response. Alu- 
minum alloy unit is suited to all hydraulic oils used in 
machine tools and material handling equipment. Weigh- 
ing only 83 oz, valve is easily supported by the connected 
lines. Relief pressure is adjustable — 200 and 1,000 
psi or between 800 and 4,000 psi. Capacities range from 
231 to 10 gallons per minute. 


Silicone Oil Seal Packing 

General Electric Co., Waterford, N. Y. 

The V-packing in Sealol oil seals provides good gasket- 
ing performance at temperatures up to 400 F, an increase 


of 200 deg above previously allowable temperatures. 
Though contact with hot oil swells silicone rubber stocks, 


this swelling is not accompanied by binding around a 


shaft, because surface temperature never reaches the 
softening point of the synthetic material. Available 
variety of extruded shapes, molded parts and fabricated 
stocks, this silicone can be reinforced with plies of glass 
and asbestos cloth to give greater strength. 


Multi-Contact Connector 
Winchester Electronics Co., 6 E. 46th St., Neu 
N. F. 
Seven and fifteen contact connector assemblies have t 
scoping barriers to provide long creepage paths. Mol 
melamine bodies carry machined silver-plated cont 
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THE FAIRBANKS-MORSE 


? t 


5 


Here’s the industry’s newest electric motor, the most radical improvement in 
the design of standard rating 40-degree motors since their earliest days! 
The Axial Air-Gap Motor offers opportunities heretofore beyond reach of 
those designers interested in conserving space, reducing headroom, cutting 
weight—and in improving the appearance of their product. 
Write for Bulletin 2760—it has the information you'll be wanting. 
Fairbanks, Morse & Co., Chicago 5, Ill. 
* Air-Gap dimension is measured parallel to the axis of the shaft. 


Horizontal and vertical mountings; also, pivot base mountings. 
Polyphase squirrel cage and capacitor start, single phase types. 


A name worth remembering 


DIESEL LOCOMOTIVES * DIESEL ENGINES * STOKERS * SCALES © MOTORS © GENERATORS 
PUMPS * RAILROAD MOTOR CARS and STANDPIPES * FARM EQUIPMENT * MAGNETO$ 


) n ` 
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The Axial Air-Gap Motor has 
hundreds of applications . . . 


| REDUCERS 


‘eee SHAPERS 


Ask your Fairbanks-Morse 
Electrical Expert! 
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that insure low resistance, freedom from corrosion and 
ease of soldering. Aluminum hood with cable clamp fits 
either end of the assembly. Connector is especially suit- 
able for military and industrial applications where mini- 
mum .weight and bulk consistent with electrical require- 
ments are required. Breakdown voltage between contacts 
is 7,500 d-c and 5,300 a-c; flashover distance between 
pins is 7/32 inch. 


Sensitive Relay 
e ed Contre fd , DN CDi dz, iif nd Ave., Neu 
Y N.Y. 
rype ee ira is recommended for use under conditions 
of limited power supply and where precise operating 
characteristics are essential. Insulating parts are molded 
bakelite and accessible contact screws permit fine adjust- 
ments. Single or double throw, one or two pole units 
are available with normally open or normally closed con- 
tact arrangements. Coil ratings are 32 v d-c at 24 -— 
watts, or 220 v, 024 va; contact ratings are 1 amp 
i8 v, or 5 amp at 110 v, non-inductive. Dimensions are 


2$ in. square by 1 21/32 in. high. 


Thermometer Elements 


Ruge-de Forest, 76 Massa husetts Ave 


Mas: 

Bonded wire resistance thermometer elements are char 
acterized by high stability, accuracy and rapid response. 
Known as RdF Stikon, these elements are an outgrowth 
of Ruge de Forest's extensive work in the development 
of bonded wire strain gages. Essentially they consist of 
a grid of fine nickel wire bonded into a paper-thin 
Bakelite wafer. Bakelite cement is used to attach the 
wafer to the surface under test. All Stikon elements arc 
within the tolerances permitted by specifications. The 
exact deviation of each element from standard is given 
tor 70 F, thus making the unknown + region consider 
ably smaller than that of the common resistance bulb. 
Operating range is from —40 to +300 F. The physica! 
and electrical characteristics of these elements make them 
useful for measurement or control in industrial processes 
and laboratory investigations as well as for temperature- 
sensing elements in instrument ap plications. They are 
also well suited to measurement of temperatures on rotat- 
ing shafts and peo since they can be used in con 
junction with slip rings 


( ambrid ge 39, 
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Compact Junction Box 
United Mfg G Service Gü. 783 N H ater St., Mi 


E. 


wanukee, M 


Nu-Blok electrical junction block minimizes danger o! 


short circuits caused by faulty soldering or stray strands 
of wire. Splice connections are isolated in circular cell 
each corner of the 23 x 2 in. phenolic case and r« 
strained by the narrow slot in the wall of each cell 
Eyelet secures laminated phenolic cover in place and 
serves as a channel for a No. 10 self-tapping mounting 
screw. All parts are made to conform with Underwriters 
dimensional, dielectrical and heat resistant standards. 


PRIMARY DIAL SECONDARY DI!AIL 


IERI 
AM aL 


Multi-Turn Dial 

Helipot Corp., 1011 Mission St., S$. Pasadena, Calif 
Simple and accurate in operation, Duodial can be used 
controlling mechanical feeds that operate on a thread d 
principle and with a v ariety of helically wound electro 
m In the latter application, dial registers both an 
lar position of slider contact on any given helix and p: 
tion of slider along the helical winding. Of all-metal « 
struction, device has no worm gears thus permitting h 
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Advance meets Link-Belt’s needs 


For more than 15 years, the Advance Paint 
Company has been solving the finishing prob- 
lems posed by the varied products manufac- 
tured by the Link-Belt Company at its two 
Indianapolis plants. 

For example, the housings for bearings 
made by Link-Belt’s Dodge Works require a 
finish that can be applied to castings just as 
they come from the foundry. The finish must 
dry instantly for immediate handling, and, 
most important, must be oil resistant for ma- 
chining which follows the finishing operation. 


A quick-dry enamel formulated by Advance 
for this particular job meets all these require- 
ments. 

At its Ewart Works, Link-Belt finishes 
sprockets with a quick-drying Advance lac- 
quer, while an Advance black dipping finish 
is used on steel Link-Belt for agricultural use. 

No matter what you manufacture, Advance 
can give you the same complete finishing serv- 
ice. An Advance finishing technician will study 
your production problems and provide a finish 
which will meet every requirement of the job. 


4 


Manufacturers of Industrial Finishes 
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PAINT COMPANY 


INDIANAPOLIS, INDIANA 
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operation from knob end or power auctuation from shaft 
end. Adaptable to a 4 in. dia shaft, dial is 2 in. in dia 
neter and available with 10:1, 15:1, 25:1 and 40:1 


rn-ratios 


Small Metering Pump 
Me í / 116 il Pi d nt is « rp. l Me pl., PE 168 \ O gde )] 
Ave., Chi 0 7, lil. 


Compact motor driven. metering pump provides uniform 


discharge of beverage syrups and most corrosive liquids 


10 
CuK 


Special valving insures instantaneous discharge and pre 
vents dripping or leakage when motor is not operating 
Standard pump has capacity of 10 cc per sec and is driven 
trom a 1/35 hp shaded-pole induction motor on 115 v 60 
cycle current. Reduction gears insure positive Operation ot 
the pump. Complete unit fits a space 4 in, square by 
!! in deep ; weighs pounds. Directly connected to 
reservoir, assembly permits open tank storage with direct 


discharge into receiving receptacles 


Variable-Speed Sheaves 
The American Pulley Co.. 4200 Wissahickon Ave 
Philadelphia 29, Pa 


ubber lagging bonded to the hub acts as an insulating 


cushion and prevents freezing of sheaves in adjustable- 
speed drives. Special gearing and stainless steel locking 
screw provide positive adjustment of all flanges simultane- 
ously. Wide-range sheaves are made with two or three 
grooves having a pitch diameter variation of 5.25 to 10.0 
inches. ‘This wide range provides four to five times the 
speed variation available with standard adjyustable-diame 
ter sheaves. Units are designed to utilize multiple “R” 
section V-belts and will handle loads up to 15 horse power. 
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Lubricator Valve 


Tite flex Inc., Newark rN I 


Grannan lubricator valve dispenses all types of lubricant 
from light oils to heavy greases without alteration. Fully 
hydraulic, device is installed directly into machinery bear. 
ings and will function either with hand-operated guns or 
from a completely automatic system set to operate at pre- 
determned intervals. Operating temperature range is from 
0 to 300 Fahrenheit. Several hundred bearings can be lub 
ricated in approximately one minute while machine is 
operating. Applications include trucks, road machinery, 
mining equipment, farm machinery and machine tools. 


518 Frelinghuysen Ave., 


Push-Pull Solenoid 


Control Corp., 612 N. Michigan Ave 
ago 11, lil. 

Type 51A Solenoid features a frame of firmly bonded 
silicon steel laminations and a T-shaped laminated 
plunger adaptable for both push and pull operations 
Shading rings and precision ground pole faces | 
quiet operation on a-c current. Smooth, depend 
operation is assured by non-magnetic stainless steel side 
plates on the plunger and special brass plunger gu 
installed inside the frame. Unit is available for con 
uous duty on 115 v, 60 cycle current, with a maxin 
stroke of one inch. Approximate pull: 2 Ib at 3 in. st: 
3.4 lb at 4 in.; 4.2 lb at 4 in.; over 17 Ib sealed 
can be wound for other a-c voltages or provide mor: 
where the duty cycle is intermittent. Overall dimensions 
are: 33 in. long by 142 in. wide by 1 15/16 in. hig! 


Propuct ENGINEERING — SEPTEMBER, 1940 





Why most designers specify 
Crane piping equipment 


When buyers see the Crane name of flow-control equipment, they know 
that they are getting the best. When the best is also the easiest to specify, 
SOURCE OF SUPPLY it's clear why so many piping “specs” say: Crane or Equal. 


RESPONSIBILITY Specifying from the Crane line gives you a complete selection of valves, 


STANDARD OF QUALITY fittings, accessories and pipe . . . in brass, iron, steel or alloys. There’s 
a no need to search further, everything’s in one catalog. 

Having Crane supply all piping equipment means time saved in your 
drafting room . . . ordering and storing are simplified . . . piping assem- 
bly operations go smoother. And Crane equipment means easy-to-get 
replacements in the field, from Crane Branches everywhere. 

Flow control equipment is too important to use anything but the best 

.. So specify Crane . . . dependable for more than ninety years. 


CRANE CO., 836 S. Michigan Ave., Chicago 5, Ill. 
Branches and Wholesalers Serving All Industrial Areas 


"c 
®, 


: IJ df 
LJ 


Ci a 
= | VALVES 


a iind | e ` 


SIMPLIFIED STEAM TRAP, CRANE No. 
981 has only one moving part. Keeps 
steam lines hot and dry; saves fuel. 
Works automatically; requires virtu- 
ally no maintenance. Compact design; 
ideal for steam-heated or steam-oper- 
ated machinery. Easy to install and 
service. Made in 150, 200 or 300- 
pound steam pressure classes. See your 
Crane catalog or write for literature. 


Circulating unit, Poro-Seal 
casting sealer system, 

by Tincher Products Co, 
Equipped by Crane. 


EVERYTHING FROM... | 
» 


VALVES + FITTINGS 
PIPE + PLUMBING 
AND HEATING 
FOR EVERY PIPING SYSTEM 
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Insulated Bushings 


Buchanan Electrical Products Corp., 

2 W. Jersey St., Elizabeth 4, N. J. 
Bushend insulated metallic conduit 
bushings provide absolute protection 
against abrasion of cable insulation 
and accidental grounds. Fittings re- 
quire no inside locknuts as is the case 
with units constructed wholly of in- 
sulating material. Bases are fabricated 
from tough, corrosion resistant, 
alloy of high mechanical 
strength. Threads are free, clean-cut 
and non-seizing. Knurls are extra 
deep to facilitate tightening even in 
restricted locations. Insulation is per- 
manently 
dielectric 


wrought 


secured in base, has high 
strength and resistance to 
moisture absorption. All sizes are ap- 
proved by Underwriters’ Laboratories. 


Synchronous Motor 
The R. W 
It rbro E, 


Cramer Co., Inc., Cen- 


Conn. 

Type SX self-starting motor reaches 
synchronous speed within 3 to 2 cycles 
and will stop almost instantaneously. 
Measuring 23 x 2} x 14 in., motor 
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produces 30 oz-in. torque at 1 rpm, 60 
cycles, for speeds slower than 10 rpm; 
or 20 oz-in. at 1 rpm, 60 cycles, for 
speeds above 10 rpm. Interchangeable 
gear trains provide output shaft speeds 
ranging from 60 rpm to one revolution 
per day. Motor has friction clutch 
that permits rotation of drive shaft in 
either direction. Applications include 
timing devices, recording instruments, 
clocks, heating controls and signaling 
systems. 


Speed Nut 
Tinnerman 
land, Ohio 


The use of special speed nuts permits 
complete bench assembly of a cooking 
range oven door. The nuts, which 
house the hinge pins, are first fastened 
loosely to the door liner with the hinge 
pins passing through holes in welded 
support brackets. Slotted holes in liner 
permit hinge pins to be drawn inward 
to give clearance for positioning of 
door. Pins are then pushed into the 
hinge bracket holes and the screws 
tightened. Oven door can be removed 
when necessary simply by loosening 
the screws and sliding the pins out of 
the hinges. 


Products, Inc., Cleve- 


Metal Primer 


Thompson & Co., Oakmont, Pa. 


Vinsynite metal primer has unusual 
adhesive powers and is extremely econ- 
omical to apply. Because it can be ap- 
plied on damp or slightly oily surfaces 
without degreasing and still bound to 
the metal, it does not require pre-treat- 
ment with etching solutions or solvent 
washes. Vinsynite contains no toxic 
pigments and, since it is an air-dry 
coating that can be applied by spray or 
brush, production processing does not 
have to be done. It inhibits corrosion 
and at the same time serves as a perfect 
foundation for paint, varnish, lacquer, 
and enamel. 
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Diesel Injection System 

Ex-Cell-O Corp., Detroit 32, Mich. 
Model S single cylinder fuel injection 
pump and nozzle are designed for use 
on one-or two-cylinder diesel engines 
in the 5 to 15 hp range. Plunger diam 
eters vary from } to 3 in., depending 
on requirements of the particular en 
gine. All drain lines have been elimi 
nated from this injection system, mak 
ing it positive acting and trouble free 
Nozzle is calibrated and adjusted afte: 
assembly and nozzle holders can 
made to specification. 


Heavy-Duty Mount 


Lord Manufacturing Co., Erie Pa 


Three sizes of heavy-duty Shock 
mounts are designed to control shock, 
isolate high frequency vibration and 
reduce transmission of machinery 
noise to the floor. It is claimed that 
this type mount reduces the need for 
massive foundations to achieve inertia 
and permits placing of heavy machines 
in locations ordinarily considered im- 
practical. Constructed of 3/16 in. 
steel, unit stands 1 3/16 in. high and 
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TYPE "A" 
ASSEMBLY BIT 


THE INSIDE STORY OF CLUTCH HEADS 


Here It Is, showing what goes on inside the Clutch recess, and why... why users testify 
so freely that CLUTCH HEAD has features not matched by any other screw on the 
market for safety, speed, and savings. 


Visibility a Speed Factor. The wide, roomy Clutch invites operator confidence. Saves 
*breaking-in'"' period. Presents an easy-to-hit target for stepped up production. 


No Driver Canting to chew up heads and create a skid hazard. The Center Pivot Column 
on the Type “A” Bit guides the driver into the mating recess formation. Deep dead- 
center entry and straight driving become automatic. 


Safe, Effortless Drive-Home. Note straight sides of the driver matching straight walls of 
the Clutch recess. Contact is all-square on a broad pressure area for positive torque 
grip and non-tapered driving. 


No Ride-Out to Combat. This feature disposes of ‘‘kick-out”’ as set up by tapered driving 
. . » the commonest cause of driver slippage. The screw rides home easily without 
the application of fatiguing end pressure. 


éi ” . e 
Lock-On Breaks “Bottlenecks”. A reverse turn of the bit in the recess unites screw and 
driver as a unit for easy one-handed reaching to hard-to-get-at spots. Normal driving 
of the screw releases the Lock-On. 


Sample screws and Type "A" Bit sent on request 


"Outlasts Other Bits 5 TO 1" Simplifies Field Service 


The rugged structure of this Type This is the only modern screw 

“A” Bit logically explains this basically designed to operate 

testimony. Also, a 60-secoñd with an ordinary screwdriver. 

application of the end surface With a Type ** A" hand driver, the 

toa grinding wheel repeatedly Lock-On feature permits tke 

restores it to original efficiency. . withdrawing of screws undamaged 
No expense. No delay. and held safely for re-use. 


UNITED SCREW AND BOLT CORPORATION 


COMMON 
SCREWDRIVER 


CLEVELAND 2 CHICAGO 8 NEW YORK 7 
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has a load carrying capacity of 7,500 
pounds. Top-plate contour reduces 
tendency for oil and dirt accumulation 
and flexing element is made from oil- 
resistant synthetic rubber. Center hole 


is tapped for $ in. bolts. 





Small Tachometer Heads 


Metron Instrument Co., 432 Ln 
coln St., Denver 9, Colo. 
l'ype 54 light weight tachometer heads 
are suitable for use with standard 
SAE marine, diesel and AN 
tachometer take-offs. When connected 
to standard indicators, units give full 


aircraft 


scale readings as low as 200 rpm and 
as high as 10,000 rpm 
a contact principle, heads contain no 


( )pc rating on 


gears, magnets or brushes to wear out 
or age. Shaft perma 
nently lubricated ball bearings. Run- 
ning torque is 1/20 oz-in. for high- 
speed types and 3 oz-in. for low-speed 
types. Weight is 10 oz, diameter is 


24 in. and overall length is 43 inches. 


is mounted in 


Metallic Gaskets 


The U. S. Gasket & Shim ( , 
Hibbard Bldg., Cuyahoga Falls, 
O/ 10 


Metallic gaskets that are applicable to 
every field of industry using liquid and 
gas service equipment will withstand 
temperatures up to 850 F and pressures 
as great as 1,500 psi. Fabricated of 
light gage brass, copper, lead, nickel, 
monel, and other ferrous and nonfer- 
rous materials, they are filled with a 
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soft asbestos to provide maximum 
sealing and protection against extreme 
pressure, heat, and corrosion. Seal is 
effected by the yielding, or flow, of 
the gasket material into the imperfec- 
tions of the separable mechanical as- 
semblies. Metallic gaskets are available 
in any size or shape for use in the 
fabrication and reassembly of high- 
pressure industrial boilers, in refining 
industries, in chemical plants and for 
application in plastics, zinc, lead, tin, 
and other high and low pressure die- 
casting machines. Location of bolt 
holes is held to 0.015 in. tolerances. 





Micrometer Needle Valve 

The Parker Appliance Co, 17325 

Euclid Ave., Cleveland 12, Ohio 
Micrometer needle valve for the sensi 
tive metering of fluids and gases is a 
modification of the company’s com- 
pact, forged-body industrial valve. Re- 
design has 5/16-40 steam threading 
for close adjustment and a long 10 
deg included-angle, tapered needle for 
fine metering. Standard unit is made 
of high-strength brass, but aluminum 
alloy bodies can also be supplied. 
Needle stems are machined to close 
tolerances in Duronze and premolded 
packing insures a long-life stem seal. 
Valve is available in 3 and 1 in. sizes, 
with eight port combinations of male 
and female, pipe and tube connections. 
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Sequence Timer 

Thermalerte Co., Box 60 Neu 

Haven, Conn. 
Adaptable for a wide variety of timing 
cycles, multi-speed sequence timer is 
suitable for both test and research use 
Semi-enclosed compact assembly con 
sists of a synchronous motor, counter, 
adjustable ratchet and three remos 
able cams that actuate double-throw 
switches. Self-starting motor has speed 
of 1 rpm, giving continuously cycling 
timing interval from 1 to 36 minutes 
Movement of cam shaft is governed by 
lost-motion system having a 
36-tooth wheel. Position of speed knob 
on ratchet rod indexes pawl for either 
1, 2, 3 or 4 teeth per motor revolu 


ratchet 


tion. Each of the three molded cams 
can be cut to have up to twelve 
notches. Cam-stack is spring loaded 


permitting manual adjustment o: 
quick removal. Permanent settings can 
be maintained by interlocking cams 
with screws placed through the webs 


Conveyor Belting 


Cambridge Wire Cloth Co., ¢ 

bridge, Md. 
Woven wire conveyor belt 
continuous movement of work through 
industrial washing, drying, heat-treat- 
ing or cooling machines used in low 
or high temperature processes. Design 
combines maximum belt strength with 
maximum open area. Mesh size can 
be controlled to provide up to 87 p 
cent open area, while coiled constr 
tion utilizes maximum strength of the 
metal from which the belt is made. 
Large openings are extremely usetul in 
industrial washing machines, as wash 
water or spray can be directed from 
above or below the belt and passes 
freely over the work, draining readily 
back into the wash tank. Belt can be 
manufactured from any metal or alloy, 
to a wide variety of meshes for either 
sprocket or roller drive. 


permits 
pe 


wel 
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In each opening of these laminating presses there’s a sheet of 
special Riegel Paper with the job of preventing the laminated 
table tops from sticking together—thereby boosting production 
by 50% as compared with previous separators. 

Surprising—the things being done with paper! It’s a remark- 
ably versatile and economical material that Riegel knows how 
to "tailor-make" to your own most exacting requirements. We 
can either duplicate an existing grade or develop something en- 
tirely new. 

Riegel now produces over 600 papers for industrial leaders in 
many different fields...beaming, gasket, saturating, greaseproof,. 
shot-shell, button stock, insulating, template...some grades made 
for hundreds of customers, some for but a single firm. Always 
consult Riegel first for any special packaging or industrial paper. 
If we can't make it, we will gladly tell you who can. 


Riegel Paper Corporation - 342 Madison Avenue, New York 17, N. Y. 
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Photo courtesy of Connecticut Plastilight Corp, 


Producers of technical 
papers for industrial leaders 
since 1862 
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for less money 


WHERE 

» BASIC 
DESIENS 

L 

ELECTRIC 
CONTROLS 
ARE 

RESULI- 
ENGINEERED 
FOR 


RESISTORS « RHEOSTATS » RELAYS « CONTROL DEVICES 


WARD LEONARD Mw 


ELECTRIC COMPANY 





Construction of Ward Leonard Vitrohm 
Rheostats permits use of smaller sizes 


A large number of solid rectangular con- 
tacts, imbedded in vitreous enamel on a 
pressed steel base, fit Ward Leonard Rhe- 
ostats for high watt capacity and long, 
continued service. Size for size, no other 
rheostat will perform a similar duty. 

Ward Leonard Rheostats are "Result- 
Engineered". By modifying a basic de- 
sign, Ward Leonard can often give you 
the results of a special...for the price of 
a standard. 

Write for Rheostat Catalog. Ward 
Leonard Electric Co., 63 South St., Mount 
Vernon, N. Y. Offices in principal cities 
of U. S. and Canada. 



























NEW BOOKS 


Vibration and Sound 


PHitip M. Morse, Director, Brook- 
haven National Laboratory. Second 
Edition. 468 pages, 64 x 9% in. Pub- 
lished by McGraw-Hi!l Book Co., Inc., 
330 W. 42nd St., New York 18, N.Y. 
$5.50. 


Ultrasonics and microwave develop- 
ments, stimulated by wartime urgency, 
have created a broadened audience for 
the general theory of wave motion. 
This second edition reflects these de- 
velopments by including more detail 
on radiation problems and by introduc- 
ing the subjects of transient phenom- 
ena and operational calculus. 

Admittedly, the book is aimed at the 
physics and communications engineer- 
ing student. But there is no doubt 
that buyers of domestic and industrial 
equipment are becoming more noise 
conscious. Design engineers who are 
faced with acoustic problems will find 
this book gives them excellent theo- 
retical background. 

Chapter subjects include the simple 
oscillator, the flexible string, the vibra- 
tion of bars, membranes and plates, 
plane waves of sound, the radiation 
and scattering of sound, and standing 
waves of sound. The more difficult 
parts are segregated at the end of each 
chapter so that they need not be 
tackled at first. 


Centrifugal and Axial Flow Pumps 


A. J. STEPANOFF, Development En- 
gineer, ‘Ingersoll-Rand Company; also 
Melville Medalist 1932, A.S.M.E. 428 
pages, 6 x 9 in. Published by John 
Wiley & Sons, Inc., 440 Fourth Ave., 
New York 16, N.Y. $7.50. 


Progress in the design and applica- 
tion of centrifugal pumps has been 
made possible by the many theoretical 
and experimental studies conducted by 
numerous investigators. Subjects cov- 
ered in these studies include: Cavita- 
tion, operation outside the normal 
head-capacity and speed range, axial 
and radial thrust, effect of stuffing 
boxes on the critical speed of pump 
shafts, control of head-capacity, and 
pumping viscous liquids. 

The theoretical treatment of the cen- 
trifugal pump impeller presented in 
this volume deviates materially from 
that found in most texts on the subject. 
The new method of attack is based on: 

| A single pattern of flow; identical 
theoretical reasoning; and similar pro- 
cedure of impeller layout for centrifu- 
gal, mixed flow, and axial flow pumps. 
Among the subjects discussed in the 
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eighteen chapters are: Selected topics 
from hydraulics; theory of the cen- 
trifugal pump impeller; vortex theory | 
Xf Euler's head; specific speed and de- | 
ign constants; design of mixed flow 
mpellers; leakage, disk friction, and 
mechanical losses; cavitation; shaft 
design for critical speeds; special 
problems and applications; and cen- 
rifugal-jet pump water systems. 

To aid the reader in selecting ma- 
trial for further study, numerous 
references to literature are presented 
throughout the volume. 


Proceedings of the Society 

For Experimental Stress Analysis 
Edited by C. Lipson, The Detroit 
Testing Laboratory, and W. M. MuR- 
RAY, Massachusetts Institute of Tech- 
nology. 159 pages 84 x 11 in. Pub- 
lished by Addison-Wesley Press, Inc., 
Kendall Sq., Cambridge 42, Mass. $6. 

This year's collection of papers in- 
dudes: 

The Measurement and Interpreta- 
tion of Post-Yield Strains. 

On the Removal of Time Stresses in 
Three-Dimensional Photoelasticity. 

The Development of a Technique 
for Testing Stiff Panels in Edgewise 
Compression. 

An Evaluation of Some Approxi- 
nate Methods of Computing Landing 
Stresses in Aircraft. 

Equivalence of Photoelastic Scatter- 
ng Patterns and Membrane Contours 
tor Torsion. 

A Three-C omponent Force  Re- 
orde ES 

Three-Dimensional Photoelastic An- 
lysis by Scattered Light. 

Stress Distribution around a Hole 
near the Edge of a Plate under Tor- 
on 

Response of Damped Elastic Sys- 
tems to Transient Disturbances 

Electric Strain Gage Analysis of a 
Fifty-Foot Hortonsphere. l 

A Pendulum Analyzer for Mechani- 
al Transients. 

A Strain-Gage Balance System for a 
supersonic Wind Tunnel 

The Photo-Grid Process for Meas- 
ting Strain Caused by Underwater 
Explosions. 

Some Evaluations of Stresses in 
Aneroid Capsules. 

Allowable Stresses for Steel Mem- 
ers of Finite Life. 

Theoretical and Experimental In- 
estigation of Buckling Shock Mount. 
] The paper on a "Three-Component 
orce Recorder” describes a measuring 
strument that may have special inter- 
st for design and development engi- 
leers who must measure and record 
orces in three dimensions. 

"Allowable Stresses for Steel Mem- 
ers of Finite Life" contains the find- 
ngs of Noll and Erickson on the 
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Ward Leonard High Current Resistors 
light in weight, flexible in design, 
wide application 


Edgeohm, Loopohm or Barohm, Ward 
Leonard alloy ribbon resistors withstand 
shock. They are for high current applica- 
tions. To determine the type most suitable 
for a specific use—the resistance, maximum 
current, steps required, available space, vi- 
bration and other unusual conditions should 
be considered. 


This is Ward Leonard “Result-Engineer- 
ing”. So often, by slight modification of a 
basic design, Ward Leonard can give you 
the exact result you want— without the extra 
cost of a special. 

Write for Resistor Catalog. Ward Leonard 
Electric Co., 65 South Street, Mount Ver- 
non, N. Y. Offices in principal cities of 
U. S. and Canada. 


WARD LEONARD 


ELECTRIC COMPANY 
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The Shoemaker’s Son 
May Go Barefoot 


But when a motor manufacturer has electrical 
equipment that fails frequently because of 
high operating temperatures, he uses DC 
Silicone insulation. Take an absorption type 
dynamometer, for example. 





PHOTO COURTESY HOWELL ELECTRIC MOTOR COMPANY 


Using a 75 h.p. frame and stator, Howell 
engineers designed and built this absorption 
type dynamometer to determine torque in 
electric motors. They chose this type of dyna- 
mometer because motors are easily hooked up 
and readings are quickly made. The idea was 
good but Class 'B' insulation wasn't good enough. 


Average life of the windings was limited to 2 
to 3 months and only motors of 75 h.p. or less 
could be tested without burning out the windings. 
To this practical problem the Howell engineers 
found the practical answer. After several 
failures they rewound the dynamometer with 
our Silicone (Class 'H') Insulation. 


Results were even better than they hoped. 
The silicone insulated dynamometer has been 
in service now for 18 months—over 6 times 
the average life of Class 'B' windings— and the 
insulation is still in excellent condition. Further- 
more, the dynamometer is being used to test 
motors ranging up to 150 h.p.—twice the 
previous capacity. 


That's just another one of the many field reports 
that confirm the findings of our Motor Test 
Laboratory —DC Silicone Insulation has at least 
10 times the life and 10 times the wet insulation 
resistance of Class 'B' under similar operating 
conditions. If you want more evidence of the 
superiority of Silicone Insulation write for 
leaflet G-4-H. , 
DOW CORNING CORPORATION 
MIDLAND, MICHIGAN 


Atlanta * Chicago t Cleveland ^ 
New York . Los Angeles 
In Canada: Fiberglas Canada, Ltd., Toronto 
In England: Albright and Wilson, Ltd., London 


Dallas 


OW ; orning 


FIRST IN SILICONES 


1 S6 


problem of selecting allowable stresses 
for steel members subjected to a 
limited number of cycles—say less 
than 1,000,000. Effect of mode of 
stress variation, stress concentration, 
surface finish and their interrelations 
are shown by a number of diagrams. 
Allowable stresses for limited life for 
parts of various Brinnel hardness 
ranges is given in 18 charts. 


Hydraulics 

Horace W. KING, CHESTER O. Wis- 
LER and JAMES G. WoopBuRN. Fifth 
Edition. 351 pages, 6 x 81 in. Pub- 
lished by John Wiley & Sons, Inc., 
440 Fourth Ave., New York 16, N.Y. 
$4. 


Fundamental principles of hydrau- 
lics and their application to engineer- 
ing problems are covered in this long 
standing textbook. This revision in- 
cludes new material on the variation of 
hydrostatic pressure with altitude in a 
compressible fluid, on the flow of 
liquid in pipes, analysis of flow in 
pipe networks and resistance offered 
to the motion of objects through a 


fluid. 

Pipes are covered in Chapter 7. 
Velocities, loss of head, frictional loss 
and similar topics will be of interest to 
designers. Chapter 9 on hydrodynamics 
contains material basic to hydraulic 
couplings and torque convertors. 

The book is a reference on hydrau- 
lic principles. In practice, the tables 
of coefficients will have to be supple- 
mented by data from other sources. 


Desiga of Metal Cutting Tools 


FREDERIC L. Woopcock, Chief Tool 
Engineer, Hamilton Standard Propel- 
lers Division, United Aircraft Corp. 
First Edition. 406 pages, 6 x 9 in. 
Published by McGraw-Hill Book Co., 
Inc., 330 West 42nd St., New York 
18, N. Y. $5. 

Basic principles of tool design for 
mass production manufacturing proc- 
esses. Profusely illustrated with line 
drawings and photographs, this book 
will be a valuable reference for tool 
designers, production engineers and 
manufacturing supervisors. Explana- 
tions of the principles are sufficiently 
detailed to make the book valuable for 
use by students and teachers. 

The book is divided into two parts: 
Part I, covering tool design funda- 
mentals and part II describing design 
detals. In part I, the following sub- 
jects are seal Economics and 
standardization, elements of cutting, 
maintenance, inspection and sharpen- 
ing. Also touched upon are: Cutting 
tool materials, heat treatments and cut- 
ting fluids. 

Part II describes and illustrates the 
design details of the usual types of 
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| Sure, most of us know that re- 
| sistance welding cuts fabrication 
| costs. Isn't Industry buying 5 
| times the resistance welding equip- 
ment it did before the war? 


WHAT'S THAT GOT TO DO WITH 
THE DESIGN ENGINEER? 


Just this: The plant can’t re- 
sistance weld it unless you design 
it so that it can be welded—easily, 
cheaply, and soundly. Sound 
tough? It isn't really. We'll be 
glad to help you all we can. That's 
why we are running a series on 
"Designing for resistance weld- 
ing" in the "Welding Pictorial", 
news-organ of "what's new in 
welding". Are you getting it? 


| 

| Write for the last issue today. It 
| might be the means of your sav- 
ing your company 
thousands of $ to- 
morrow. 





PROGRESSIVE 


WELDER COMPANY 


3050 E. OUTER DRIVE, DETROIT 12, U.S.A 
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The copper stud illustrated here could be made on an 
automatic screw machine or by the hot forged method. 


Its specifications better meet the requirements of 
cold heading with substantial savings and highest 
quality. Consider these definite advantages: 


1. Saving of Metal: By the cold headed process, loss of 
metal runs from less than 1% to not over 10%. Loss of 
metal by hot forging or screw machine may run as high 
as 75%. 

2. Close Tolerances and Fewer Operations: Since close 
tolerances are held, extra finishing operations are held to 


a minimum. 


3. Cold Heading Is a Fast Operation: A cold header is 
a high speed, mass production machine and lends itself 
to long runs at great savings. 


4. Uniform High Quality: Since heading is a cold work- 
ing process, it reveals such imperfections in raw material 
as seams, cracks and inclusions. The raw material must 
be perfect, thus insuring that the finished product is basi- 


cally sound. 


5. Greater Strength: Cold working does not break or 
cut the flow lines of metal. It increases its resistance to 
shock, shear and fatigue. 


6. Large Possible Savings: If the specifications of a part 
meet the requirements of cold heading, savings are pos- 
sible in producing a high quality part through the saving 
of material, a high production rate with close tolerances, 


and low tool costs. 







Special Cold Headed Parts * Phillips Recessed Head Screws 
Clutch Recessed Head Screws * Washer Screw Assemblies (Sems) 
Tapping Screws * Standard Machine Screws 













Copper Stud with fiber washer, actual size 


HERE’S WHY 


@ Avoids slow and costly machining 


of copper. 


@ Entire stud in one piece. Fiber 
washer is locked on under collar by 
the threads, but is free to rotate. The 
part made by any other method would 
require forcing a split washer over the 
thread. Fewer secondary operations. 


@ Saves 75% of material when cold 
headed instead of machined. 


@ Cold headed production —600 per 
hour. Screw machine estimated at 60 
per hour. 


@ Produced at lowest possible cost for 
stronger, higher quality part meeting 
unusual special requirements. 


We will be glad to work out your require- 
ments with you. There is an Industrial Fas- 
tener Sales representative near you. Send, 
now, for "A Guide to the Profitable Use of 
Cold Hecding."' 


tw York, Chrysler Building — * — Detroit, 6460 Kercheval Avenue — * Chicago, 222 West Adams Street -+ Los Angeles, 2627 South Soto Street 


Syracuse, Syracuse-Kemper Insurance Building —* Cleveland, Terminal Tower Building + San Francisco, 434 Brannan Street 
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SWIFT « SURE-« STURDY e» SILENT e SMOOTH e STEADY 





ou've often remarked that 
no piece of equipment can be 
superior to its component parts... 
Y ou appreciate the broad rec- 
ognition and acceptance of BCA 
Ball Bearings in industry... 
You know you can tell your 
engineers to draw upon our half- 
century of experience in friction 
control practices, encompassing 
many varied fields of industry . . . 
You, who insist upon continu- 
ous, full-capacity, trouble-free op- 
eration, know this can be assured 
by specifying BCA Ball Bearings. 


BEARINGS COMPANY OF AMERICA 
LANCASTER, PENNSYLVANIA 











cutting tools used in mass production 
manufacture. The following tools are 
discussed: Broaches, counterbores and 
countersinks, cutters, drills, form tools, 
hobs and miscellaneous tools. Other 
tools described are: Punches and dies, 
reamers, Shaper cutters, single point 
and threaded tools. 

In addition to describing the design 
features of these tools, the author 
tells when and where to use them 
and illustrates how they are mounted 
in machine tools. Necessary specifica 
tions for ordering the tools are also 
given. 

An appendix giving valuable stand. 
ard tooling information such as tapers, 
keyways, reamer dimensions, form tool 
blanks, taps and screw threads, is in- 
cluded. A check list for die designers 
is also given in the appendix. 


Introduction to Tool Engineering 
Hasty F. OWEN, Associate Professor 
of Industrial Engineering, Purdue 
University. 150 pages, 6 x 9 in. Pub- 
lished by Prentice-Hall, Inc., 70 Fifth 
Ave., New York, N. Y. $3.60. 


An excellent presentation of too! 
engineering fundamentals. Dealing 
specifically with the problems con 
fronting the production engineer 
striving for economical, interchange 
able mass production manufacture, 
this text will be of value to both 
technical students and engineers in th 
lesign and production fields. 

Of particular interest to the desig: 
engineer is a 20 page chapter wher 
the problems of designing for low cost 
production are discussed. Included 
ire many helpful hints on design de 
tails that facilitate manufacturing op 
erations. 

Other subjects that will interest de 
sign engineers are: Manufacturing 
methods and equipment, method 
analysis, manufa turing costs and 
terchangeable manufacture. 

Chapters dealing | 


l ope (101 


sheets, tooling programs, tool desigi 


wyt 
vy dl 


and tool cost estimating are of si 
interest to production engineers 
This book is illustrated with photo 
graphs, line drawings and samp! 
forms. Problems included at the end 
of each chapter permit its use às à 
reference for classroom work 


Elementary Structural Analysis 


JOHN BENSON WILBUR aid CHARLES 
Heap Norris. First Edition. 523 
pages 6 x 9 in. Published bj McGraw: 
Hill Book Co., Inc., 330 W. 42 $i 
New York 18, N. Y. $6. 


Written by professors at Massachus- 
etts Institute of Technology, this 1 
troductory text to the subject of str 


tural analysis has been prepared for 
students in civil engineering. Thr 


` ` 1045 
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€ America's progressive industries build performance reliability into 
these products with Reynolds Wire Cloth. Consult Reynolds Engineers. 


REYNOLDS WIRE CO. 


DIXON, ILLINOIS 
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CHROME OR NICKEL PLATED ALUMINUM SHEET 


E: 
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I be Story of Nickeloid 
This year American Nickel- 
oid Company is celebrating 
its 50th anniversary. In honor 
of the occasion we have 
issued an illustrated. booklet 
which marks the significant 
milestones of the pioneer in 
the pre-finished metal in- 
dustry. A copy will be sent 
to interested executives who 
write us on their company 
Stationery. 


Yes, chrome or nickel plated aluminum sheets have 
a brilliant beauty which add eye-appeal to any prod- 
uct. A lustrous chrome or nickel finish on a durable 
aluminum base. 


Yes, chrome or nickel plated aluminum sheets are 
absolutely rustproof and highly resistant to corrosion, 
tarnish, and wear. The nickel or chrome coating 
gives the aluminum base a harder, long-wearing finish. 


Yes, chrome or nickel plated aluminum sheets can be 
stamped, formed, bent and moderately drawn without 
harming their mirror-like surfaces. Available in a 
wide range of gauges and tempers to meet all needs. 


Yes, chrome or nickel plated aluminum sheets solder 
easily, Overcoming a difficulty in this direction ex- 
perienced with plain aluminum. This quality thus 
simplifies manufacture in many instances. 


Yes, chrome or nickel plated aluminum sheets are 
economical to use. Because of their light weight, 
they offer more square footage per pound than any 
other commonly used metal. Economical too, be- 
cause they are pre-finished and require no plating or 
polishing after fabrication. 


FO) qus v replated Metal, Leadership 


AMERICAN 
NICKELOID 


COMPANY 
Established 1895 


PERU 4, ILLINOIS 


types of structures are exhaustively 
treated; beams, trusses and framed 
members. Also of importance to the 
civil engineer are the chapters on 
cables, gravity structures and the use of 
models for structural studies. More 
space than usual has been given to the 
discussions of fundamentals. 

The authors proceed from funda. 
mental concepts through the determin. 
ation of loads on statically determinate 
and statically indeterminate structures. 
Classic solutions are given for many 
problems and a rather complete pre 
sentation of the factor method of 
analyzing building frames appears 
near the end of the book. The famous 
Hardy-Cross method of moment dis- 
tribution is also emphasized. 


Fractional Horsepower 
Electric Motors 


CYRIL G. VEINOTT. Second Edition 
554 pages, 6 x 9 in. Published b; 
McGraw-Hill Book Co., Inc., 330 W. 
42 St., New York 18, N. Y. $5. 


This excellent reference book is al- 
ready well known by mechanical engi- 
neers who apply fractional horsepower 
to their machines or equipment. It 
contains a minimum of mathematics 
and a maximum of clear-cut descriptive 
material accompanied by a number ot 
easily understood illustrations. The 
book is not written as a design text. 
but as a reference for those who must 
apply or service electric motors. 

Each type of standard fraction horse- 
power is discussed and its operating 
characteristics and control require- 
ments thoroughly defined. It is a valu- 
able book for engineers in all fields 


Electronic Instruments 


Edited by IVAN A. GREENWOOD, JR., 
Research Group Leader, General Pre- 
cision Laboratory, Inc.; J. VANCI 
HotpaM, Jn. Director of Research. 
Laboratory for Electronics, Inc., „and 
DUNCAN MACRAE, JR., Teaching Fel- 
low, Harvard University. 721 pages, 
63 x 914 in. First edition, volume 21, 
Massachusetts Institute of Technolog) 
Radiation Laboratory Series. Published 
by McGraw-Hill Book Co., Inc., 330 
W. 42nd St., New York 18, N. Y. $9 


This volume covers four specifi 
types of electronic instruments in four 
main subject divisions. The types of 
instruments are as follows: electronic 
analogue computers, instrument servo 
mechanisms, voltage and current regu- 
lators, and pulse test equipment. Asid: 
from being instruments, these unit: 
are all important adjuncts to man 
modern radar systems. 

It has been the object of the authors 
to present both theoretical backgrounc 
and practical details of these instru 
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BRAZING for you 
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This power lawn mower handle is but one of 
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d b) many complete tubular assemblies currently 
) W. 
being fabricated efficiently and economically by 
is al. FLATTENING Steel and Tubes Division of Republic Steel. 
engi- 
Ln In addition to the operations performed on this 
iatic part, Steel and Tubes affords complete up-to-date 
ptive sinn Ss 
er of facilities for many other types of fabrication — 
The i " i ; 
Pros beading, broaching, coiling, configuring, flanging, 
must ' reducing, sizing and upsetting, to name but a few. 
Orse- From simple one-operation tubular part to com- 
ating i 
juire- plicated close-tolerance assembly, Steel and Tubes 
ex is ready to give prompt engineering assistance and 
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quantity job quotations without cost or obligation. 
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bis fabricating facilities with regard to your own 
arch. specific requirements in both carbon and stain- 
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COUPLINGS 


Engineered to stand up on 
the toughest jobs, Thomas 
Flexible Couplings do not 
depend on springs, gears, 
rubber or grids to drive. All 
power is transmitted by di- 
rect pull. 





The standard 
line of Thomas 
Couplings meets 
] practically all 
requirements, 
But if unusual 
conditions exist 
| we are equipped 
M to engineer and 
build special 
couplings. 





PATENTED 
FLEXIBLE 
DISCS 


THE THOMAS PRINCIPLE 
GUARANTEES PERFECT 
BALANCE UNDER ALL CON- 
DITIONS OF MISALIGNMENT 


Write for New Engineering Catalog 


THOMAS FLEXIBLE 


COUPLING CO. 


WARREN, PENNSYLVANIA 
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ments as they were known to radar 
engineers. The authors feel that radar 
uses represent but a small area of the 
field of utility of these units. Informa- 
tion is presented in such form that it 
will serve as foundation upon which 
to build larger uses for these units. 
The main subject divisions are sub- 
divided into small sections on each 
phase of theory, design and operation. 


Complete analysis of units and opera- | 


tions includes mathematical solutions 
involved. 

Though efforts have been expended 
to completely annotate the volume, to 
give original soure of information, the 
task was too great. The information 
was gathered from many Army, Navy, 
university and industrial laboratories 
during the pressure of war so that 
credit cannot always be given, Nine- 
teen authors have contributed to the 
work. 


Lighting Design 


PARRY Moon, Massachusetts Institute 
of Technology, and DOMINA EBERLE 
SPENCER, Brown University. 482 
pages, 64 x 9} in. Published by Ad- 
dison-Wesley Press Inc., Kendall 
Square, Cambridge 42, Mass. $5. 


This volume was prepared with the 
intention of following two aims: (1) 
To provide a textbook on lighting, 
which would present fundamental 
principles in a quantitative manner— 
giving more than description—and 
(2) to present a comprehensive design 
method that can be used by practicing 
engineers in devising lighting systems 
for rooms. 

The authors point out that design 
of lighting systems has followed path 
of too many engineered products. 
Original lighting information was de- 
rived from candles, oil lamps and gas 
lights and much of this information 
has been applied to incandescent and 
fluorescent system design. The authors 
have tried to take lighting out of the 
horse-and-buggy era and present it 
with modern ideas and knowledge for 
use with modern equipment. 

Subject matter 1s divided into 11 
chapters covering light theory, ma- 
terials, lighting units available and all 
factors met in the design of the sys- 
tems. At end of each chapter appear 
summary, illustrative problems, bibli- 
and all tables for material 
covered in the chapter. Meter-kilo- 
gram-second units are used through- 
out the book. 

Appendixes present symbols used in 
the text, factors for converting from 
units used in this volume to other 
units used in the field, tables of pharo- 
sage values obtained from circular and | 
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rectangular sources and fundamental | maxers 
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have helped many 
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Design 
for user 
Satisfaction... 








You assure your customer of uninter- 

rupted production and cut down on your 

servicing costs when you design a Bijur 

system of automatic “metered” lubrica- 

tion into your machines at the time of 
manufacture. 


By concentrating all oiling points into 
one, this system automatically provides a 
controlled oil feed for all bearings regu- 
j. larly while the machine is running. 


By thus eliminating 
the human element 
from the oiling rou- 
tine, you do away with 
down-time for oiling, 
"forgotten" bearings, 
and a general feast and 
famine condition at the 
bearings. 


1 


The correct 
eil film 
to each 


individual 


bearing... 
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... by designing a "built-in" 
lubricating system 


into your machine. 


Modern Design. Building the system into 
the machine at time of manufacture as- 
sures improved performance by coordi- 
nating lubrication and machine design, 
and produces a clean-lined machine with 
a minimum of projecting parts. 


“Metered” Lubrication. Your machine 
will run more smoothly on Bijur-oiled 
bearings over a longer period of time. 
The system automatically controls the oil 
flow through a single-line distribution 
system to a series of meter-units, main- 
taining the correct oil film at each indi- 
vidual bearing. 


When you consider the lubrication of 
that new machine, call on the Bijur engi- 
neer, or write for “The Travels of Mod- 
ern Lubrication.” This quarterly bulletin 
shows how leading machine manufactur- 
ers design "built-in" lubrication into their 
latest models. 


LUBRICATING CORPORATION 


LONG ISLAND CITY 1 


NEW YORK 


INTERNATIONAL BUSINESS MACHINES 
Document Originating Machine 








Leading manufacturers 
who standardize on the 


Bijur system. 





MACHINE TOOLS 
Monarch “Lathe” 





TEXTILE MACHINERY 
“Knitting Machine” 








FOOD MACHINERY 
Food Machinery “Filler” 


Like these manufactur- 
ers, you too can "be 
sure with Bijur.” 





Desisn CORRECTLY 
.. ^pAYS. 


Instead of MONTHS 


with STRESSCOAT 


Stresscoat indications, clearly visible 
after load is removed, show distribu- 
tion and values of stress in this casting 


It's no longer necessary for you to 
test design pieces over a period of 
months under operating conditions 
to determine weak points in design. 
You can make design corrections 
for maximum strength and lower 
manufacturing costs in a few days, 
even in hours, when you call in an 
experienced Stresscoat engineer. 


His evaluation of Stresscoat 
brittle coating patterns quickly 
gives you an accurate overall pic- 
ture of stress distribution and value. 
Stresscoat is the only method of 
stress analysis which will give 


you this information in one test, 
regardless of shape. 


Stresscoat specialists will visit 
you for consulting stress analyses 
wherever your plant may be 
located. Write to your nearest 
Magnaflux Office for details of this 
field service. 


Stresscoat St-103 Outfit 


If you often work with new designs, 
this complete Stresscoat outfit will 
save you money in your stress de- 
terminations. It contains calibrat- 
ing equipment, spraying units, and 
a generous selection of coatings. 

A specialist in Stresscoat analy- 
sis from Magnaflux will work with 
your engineers in training them to 
properly use this outfit. The unit, 
and instruction, is yours in a "pack- 
age'' at $985.00, F.O. B. Chicago. 


Reg U.S. Pot. Office 
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OUR 
READERS 
SAY 





Standards Engineers Society 
To tbe Editor: 


We are definitely interested in learn- 
ing the details concerning the work- 
ing structure of the Standards En- 
gineering Society referred to in the 
announcement appearing in the June 
issue of PRODUCT ENGINEERING. 

Experience will support the belief 
that there is a real need for group ac- 
tion with regard to providing insight 
into the methods and extent of stand- 
ardization. 

Failure to take the broad over-all 
view and to recognize the full and per- 
manent value of standardization may 
be the fault of present day education or 
lack of publicity. It is a story which 
must be reiterated again and again un- 
til the authenticity of the numerous 
economic advantages claimed for 
standardization are fully recognized. 

Should it be the purpose of the so- 
ciety to promote standardization and 
provide guidance so as to avoid unwise 
attempts at premature or ill-planned 
standardization, it will be greately wel- 
comed by all standards engineers. 

Any information concerning the 
foregoing will be sincerely appre- 
—GEORGE E. ROWBOTHAM, 
Standards vie f, 

The American Coach & 7 Bod) Co. 


Ed.—Mr. H. R. Terhune, Secretary of 
the Standards Engineers Society, com- 
ments as follows: 

“The Society has grown out of an 
informal discussion group formed i 
February 1947 by a number of st d. 
ards engineers w ho felt the need for a 
meeting place or forum where they 
could discuss the problems and tech- 
niques peculiar to the development, 
promulgation and application of stand- 
ards on a professional level. 

"This need is not met by existing 
professional societies, since they all 
operate on a vertical basis, each con- 
fining its interests to one profession 
or one branch of industry. What was 
required was a horizontal organization 
extending, at the standards level, 
throughout all branches of industry and 


To be specific, American Hard 
Rubber Company offers you 
compression and injection mold- 
ing, extruding, stamping, 
machining, and other fabrica- 
tion of Ace Hard Rubber, Okon, 
Ace-Saran, cellulose acetate, 
ethyl cellulose, polyethylene, 
and other plastics. A gold mine 
of helpful information is avail- 
able free. Just write on your 
company letterhead for the new 
HARD RUBBER & PLASTICS 
HANDBOOK. 





HARD RUBBER AND 





OTHER IMPORTANT PLASTICS 


Ey vd 


MAGNAFLUX 
CORPORATION 





all professions. The Society has al- 





Qusnfeliuis à ready enrolled members from twenty- ( 
—— inspection six industrial concerns, manufacturing 
roche highway | FOIE HARD RUBBER COMPANY 
Chicago 31, illinois such diversified a as aerial nav- ' Ë 
New York » Cleveland - Detroit igation equipment, radio equipment, 11 MERCER STREET ( 
ODE 5 paints, explosives, recording instru- NEW YORK 13, N. 
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BRUNING 


CHARLES BRUNING COMPANY, INC. 


Since 1897 
NEW YORK e CHICAGO e LOS ANGELES ¢ And 12 Other Cities 
Drafting Machines e Drafting Room Furniture è Industrial Drawing 


Sets è Slide Rules © Erasing Machines and many other products 


Propucr ENGINEERING — SEPTEMBER, 1948 


(277^ ADVANTAGES 


witn BRUNING 
BW WHITEPRINTS! 


Your engineers and draftsmen already make their 
drawings on translucent papers to facilitate reproduc- 
tion. By using translucent or transparent materials in 
your general offices, too, you can get double advan- 
tages from Bruning BW Whiteprints! For Bruning 
BW Whiteprints provide greater convenience and 
speed when duplicate copies are needed anywhere. 
These positive prints are made directly from the 
master or original—in seconds, and without the use 
of a negative! They are exact duplicates—no chance 
for errors through transcription. 

Bruning BW Whiteprints are exact, positive copies 
of anything drawn, printed, typed or written. The 
BW process is simple and clean—you need no dark- 
room, plumbing connections or exhaust ducts. BW 
equipment can be installed anywhere in your plant or 
office. Let us tell you the whole story of Bruning BW 
Whiteprints—and why they are used by so many 
industries and businesses. The facts are yours for 
the asking. Mail the coupon! 








—————————————— 


I 
_t CHARLES BRUNING COMPANY, INC. 
: 4736-78 Montrose Avenue 
p Chicago 41, Illinois 
i 
8 Gentlemen: I want to know more about Bruning BW Whiteprints and 
à equipment. Please send me information 
' 
' Pre 245 Finn QI EVE VH dH 
i 
: CUM voie aévab to Eds de QURE EX2X A —— 
: SUN oovaacékhéeshddéueceedódeduei ee SeneeuenedU AE end 
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ments, truck bodies, electrical equip 
inent, phonograph records, air com 
pressors, cameras and _ photographt 
film. Also enrolled are standards en 
gineers from several government agen 
cies in the United States and Canada 
as well as executive personnel from 
seven technical or professional socie 
ties. Considering that formal organiza 
tion was not begun until February ot 
1948 this growth is gratifying. 

"In your letter you mention five 
items as being highly desired by all 
standards engineers, as follows: 

|. Study of methods of standard: 

zation. 

Study of extent of standardiza 
tion. 

Education in, or publicity for 


CUSTOM MADE 3 standardization. 
i i. Promotion of standardization. 
For EVERY NEED [| é 1 


. Guidance in standardization. 
For best results, get in touch a "Items 1 and 5 are important ob 
with Sewall engineers while E: jectives of the Society, which we hope 
your product is still on the a to achieve through the media of 


drawing board. Close toler- papers, symposiums and group discus- 
ances are efficiently maintain- € . . i t 
sions. As to item 3, the importance of 


ed in the production of racks... apie e : 
sprockets . . . spur . . . spiral . . . : indoctrinating young engineers in the 
bevel .. . Zerol bevel .. . worm advantages to be obtained through 
gears. We furnish prompt esti- ; good standards cannot be over-empha- 
mates on any quantity. F sized, and members of the Society have 
5 been instrumental in encouraging the 
? Z | faculties of several eastern colleges and 
[696 Olendete $i. $1. Pav! 4, Minnesore fl universities to install courses in indus- 
— = / trial standardization. Some of these 
will begin next year, provided suitable 
teaching personnel can be obtained. 
. . . | "Items 2 and 4 do not fall within 
Solve Your Design, Fabrication | th spe of ine socity’s program, 
which is not to develop standards, but 
to develop the Standards Engineer. 


a n d D e | i V e ry p ro b | e m $ by | The impetus for the creation of indus- 


trial standards and the extent of such 
METAL SPINNING | standardization are the direct interest 
of company-participation bodies, such 
as the Company Member Committee 


“TEINER” offers Time and Money Savings of the American Standards Associa- 


tion, where we are content to let them 


Metal spinning the "Teiner" way will enable you to simplify designs and remain. Our rae interest lies in 
speed up production. In small runs you can save the cost of expensive the technogolical and professional de- 


ee ee velopment of the Standards Engineer.” 
"TEINER" is well qualified to be of assistance to you. As specialists in I — S 8 ' 


metal spinning for over fiíty years, we are in position to offer valuable 
help in both design and production so that full advantage can be taken of 


the great savings possible through spinning, as well as the greater i nsitv 7 
strength and finer quality of the parts produced. We are also equipped High Density Alloy 
to fabricate commercial flange and disc heads. 


An unusual and important part of "TEINER" service is the spinning of Io tbe Editor: 

stainless steel. Here again, spinning eliminates the need for expensive : 

castings m machining. It will be to your advantage to submit drawings We are interested in the new high 
or samples of your parts for a cost estimate of producing your require- sit Bia i : Ze AN dir 
ments by spinning. Your inquiries are solicited. density alloy known as Hevimcet , 


mentioned on page 107 of the May is- 

Other “TEINER” Services sue of PRODUCT ENGINEERING. 
Could you give us information re- 
Stamping .... Fabricating .... Assembling .... Soldering . Silver garding properties and typical uses of 
Brazing .... Lacquering .... Welding. .etc. TEINER assures expert work this alloy and where it can be pro- 
in all metals and in any quantities exactly to specifications. Our engineers cured ? J. V. BERTRAND, Director, 
are ready to cooperate with you on your needs. Research and Development Div.. 
Loewy Construction Co., Ini 


ROLAND TEINER COMPANY, INC. Ed.— 'Hevimet" is now in use as bal- 


| ance weights for crankshafts and in 
TEL. EVERETT 7-7800 | centrifugal clutches. Material has à 
130 TREMONT ST. EVERETT 99, MASS. Rockwell hardness of C 30-40 and a 


tensile strength ranging between 85,- 
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3M ADHESIVES make 
winners of these 


Applying fabric "hides" to these hobbyhorses was 
formerly a long, tedious tacking operation. Also, the 
tacks spoiled the natural appearance of the "hide" and 
frequently came loose under hard use. 

Switching to 3M Adhesives doubled each worker's 
output and produced a lifelike job that stays permanently 
bonded in any temperature, under all kinds of wear. 


3M ADHESIVES replace bolts, screws, lacings, rivets 


Manufacturers everywhere are cutting assembly costs, 
producing better-looking, lighter, more durable products 
with 3M Adhesives. The 3M Company supplies adhesives 
in more than 1,000 formulas, each tailored to different 
manufacturing requirements. Whatever your fastening 
problem... metal to metal, rubber to glass, vinyls to 
wood... chances are there's a 3M Adhesive to do it. 

Our booklet "3M Adhesives in Industry" is packed 
full of interesting case histories— may suggest ways you 
can cut your costs, too. Send the coupon for your free 
copy today. 


ADHESIVES 


ANOTHER 


EET MINNESOTA MINING & Mec. Co. 


ADHESIVES AND COATINGS DIVISION N 
411 Piquette Avenue, Detroit 2, Michigan * General Offices: St. Paul 6, Minnesoto 


PRODUCT 
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Wooden hobbyhorse form is coated with 
fast-bonding 3M Adhesive 


Fabric "horsehide" is stretched over form 
and smoothed in ploce 


s s 
Qu Jy 
A —— 


INNESOTA MINING & MEG. CO. 
~ Paul 6, Minnesota dus 
Please send me free 
Adbesives in Industry. 


Company... 
Address... tmn 



























































































































with Ampcoloy 49...the 
new cold heading rod and wire 


2... This new 











aluminum bronze alloy 


combines ductility for cold heading and 
high strength-weight ratio for economy 


ERE'S the first 
tO your 


real answer 
demand for an 
aluminum bronze suitable for cold head- 
in Ampcoloy 49. It is alloyed spe 
cifically to provide the ductility that cold 
heading in weight and 


aluminum 


requires. Light 
strong, as are all bronzes, 
impcoloy 49 is still further improved 
by cold working 

You can get Ampcoloy 49 as extruded 
solid rod in diameters up to 3", or in 
100-pound cold-heading 


es from .125 to..420 gauge 


coils of wire, 


Use Ampcoloy 19 for economical cold- 
heading production of bolts, rivets, 
screws, and similar fastenings. Take ad- 
vantage of its excellent spring character- 
istics, its and its 


corrosion resistance, 


weldability. It can be cold-coined, cold- 
forged — and annealed, if it is desirable 
to change its physical properties. And in 
every application, you have the advantage 
of the clean, sound grain structure and 
close tolerances delivered by the extrusion 
process. information on 


Bulletin 88, 


For complete 


Ampcoloy 49, write for 


Ampco Metal, Inc. 
Dept. PE-9, Milwaukee 4, Wis. 










Non-sparking 
safety tools 


Fabricated 
assemblies 

T Corrosion- 
resistant pumps Castings 







Field Offices in Principal Cities 










Specialists in en- 
gineering, produc- 
tion, finishing of 
copper-base alloy 
parts and products. 














Sheet, cast- 
extruded-rod 
Welding 
electrodes 
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000 and 115,000 psi, is machinable 
and corrosion resistant, and can be 
soldered or brazed. It is produced at 
the Pittsfield, Mass. plant of the Gen- 
eral Electric Company. 


Resin Impregnated 
Asbestos Sheeting 





To the Editor: 


Please refer to page 106, "Progress 
in Review", of the May issue of PRop- 
UCT ENGINEERING, right hand col. 
umn. 

| am interested in obtaining the 
address of a supplier for the new 
laminate "Fosterite" made from as- 
bestos sheeting impregnated with an 
alkyd-vinyl resin. 

There is also a new laminate made 
from wood fiber and available in sheet 
form that will withstand temperatures 
in excess of 500 deg. Fahrenheit. | 
would appreciate any information 
about this product. 

JOHN R, GOMERSALL, 

Research & Development Engineer, 

Toastmaster Products Div., 
McGraw Electric ( 








Ed.—The 


manu- 
factured by Westinghouse Electric 
Corp., Pittsburgh, Pa. 


‘Fosterite’’ resin is 


As the editors are not familiar with 
any heat resistant sheet laminates made 
of wood fiber, they would appreciate 
hearing from readers familiar with 
such products 


Patents and the Engineer 
l'o tbe Editor: 


We would like to mention thc 
ticle "Patents and the Engineer" from 
the June number of PRODUCT EN 
GINEERING in a coming issue of Re- 
"ts From Research. This bulletin is 
distributed by twenty-two banks in 
various parts of the country to their 
industrial customers and prospects. 

In order to take care of requests 
from our readers, we would need 250 
copies of this reprint. Would you 
please let me know if this quantity i5 
available ?—EDWARD S. JOHNSON, JR 

Staff Member, 
Results From Researc! 





To the Editor: 


This is a word of congratulation 
concerning your excellent article, 
"Patents and The Engineer," in the 
June issue of PRODUCT ENGINEERING 
I hope this will be read and digested 
by the engineering profession. In our 
practice we find that engineers are 
rather lacking in a knowledge of the 
basic principles of patents. The strong 
similarity of the United States practice 
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Sheer 


.. RIM VEE-FLEX PACKING RINGS 





IT’S “PACKED WITH SATISFACTION” WHEN YOU USE R/M 


RAYBESTOS-MANHATTAN, INC. 


ASBESTOS TEXTILE & PACKING DIVISION 


Manheim, Pa. * Bridgeport, Conn. * North Charleston, S. C. * Passaic, N. J. 
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R/M Vee-Flex packing rings insure a posi- 
tive and long-lasting seal against fluids. 
Different types are available to meet spe- 
cial conditions, as in the food, chemical 
and oil industries. Rings are manufactured 
in diameters up to several feet and with 


annular width graduated from '4" to 12". 


Vee-Flex rings nest together so that several 
rings can be fitted into a shallow stuffing 
box. Each ring operates as a separate seal 
to control pressure and the greater the 
number of rings in a set, the greater the 
effectiveness of the seal and the longer the 


service life, 


Vee-Flex rings are used successfully on all 
types of oscillating, reciprocating and ro- 
tating shafts, on valve stems, airplane shock 
absorbers, hydraulic presses and elevators, 
triplex pumps, inside-packed pumps, ac 
cumulators and telemotors. 

For full information write for your free 


copy of the latest Vee-Flex bulletin. 
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Y/ High precision, automotive type gears 
produced by Fairfield are given the 
benefit of every modern facility and 
skill for producing FINE GEARS. This 
is why many makers of machine tools 

. agricultural implements . . . pow- 
ered vehicles . . . construction machin- 
ery ... printing presses . . . engines 

. motors . . . stokers and pumps reg- 
ularly depend on Fairfield for their 
gears. 


If you use gears in the products you 
build, check with Fairfield. Submit 
your gear problems (or FAIRFIELD 
ENGINEERING SERVICE. 


Fairfield Manufacturing Co. 
307 So. Earl Avenue, Lafayette, Indiana 








MARTIN-HUBBARD CORPORATION 


Engineering Consultants 


Computers — Servomechanisms 
Instrumentation for Nuclear Research 
Applied ultrasonic research and development 


Design and construction of scientific instruments 


to your performance specifications 


Complete engineering of original or unique electrical 


and mechanical devices and machinery 


Technical reports 


11 BEACON STREET 
BOSTON 8, MASSACHUSETTS, U. S. A. 


Telephone: CApitol 7-6990 Cable Address 'MARHUB-Boston"' 








with our own will make this article of 
extreme value in Canada as well. 
We read Propuct ENGINEERING 
regularly and find that the high qual. 
ity of its articles gives us a good 
grasp of current patent developments, 
W. R. MEREDITH, Barrister, 
Ottawa, Canada 


Brake Lining Cement 
To the Editor: 


We would appreciate your advising 
us from whom we can obtain addi- 
tional information on a resin that js 
available and suitable for attaching 
brake linings to brake shoes. 

—F. W. KLINE, Buyer, 
Westinghouse Electric Corp. 


Ed.—The B. F. Goodrich Company 
make a synthetic resin called Plastilok 
601 which is suitable for this purpose. 


Vinyl-Coated Wire 
To the Editor: 


Will you please forward me further 
information with regard to "Spiralon" 
color-coded wire as mentioned on page 
106 in the April, 1948, issue of PROD- 
UCT ENGINEERING ? 

—H. W. BISKEBORN, 
Rod and Bar Div. 
The Permanente Metals Corp. 


Ed.—Write to Surprenant Electrical 
Insulation Co., Boston, Mass. 


British Hydromechanics 


Association 
To the Editor: 


We derive a considerable amount of 
interest from every issue of PRODUCT 
ENGINEERING which reaches us. The 
current issue is no exception. 

On page 152 you mention that lead- 
ing British manufacturers of hydraulic 
machinery have recently formed the 
British Hydraulic Research association. 

Please let us have further particulars 
of this newly formed Association, to- 
gether with the name of the secretary 
and the address, as we would like to 
correspond with them.—]. H. MILLAR, 

President, 


Engineering Dei elopment f, Inc. 


Ed.— We are sorry that we cannot give 
you the name of the secretary of the 
British Hydromechanics Association 
but their address is 79 Petty France 
London S. W. 1, England. 

The Director of Research for this 
Association is L. E. Prosser—for the 
past nine years Principal Scientific Of- 
ficer in charge of Fluid Mechanics 
Section in the Engineering Division of 
Britain’s National Physical Laboratory 
at Teddington. 
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